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The  Korean  Waste  Management  Law 

Law  No.  4363 

Full  Text  Revision  8  March  1991 


1 .  General  Provisions  of  the  Law 


Article  1.  (Purpose) 

The  purpose  of  this  Law  is  to  preserve  the  natural  and  human  environment  and  to 
encourage  the  reuse  of  waste  through  appropriate  disposal  of  waste,  and  therefore  to 
improve  public  living  quality  and  to  protect  the  environment. 


Article  2.  (Definition) 

The  terms  used  in  this  Law  shall  be  defined  as  follows: 

1.  ‘^aste”  refers  to  substances  unnecessary  for  residential,  conunercial,  and 
industrial  activities  such  as  refuse,  ashes,  sludge,  waste  oil,  waste  acid  and  alkali,  and 
carcasses. 

2.  "Domestic  waste”  refers  to  any  waste  except  "Special  waste.” 

3.  "Special  waste”  refers  to  sludge,  waste  oil,  waste  acid  and  alkali,  waste  rubber, 
and  waste  synthetic  resins  produced  as  a  result  of  industrial  and  commercial  activities. 
The  Presidential  Decree  specifies  these  substances  as  detrimental  to  the  environment 
and  public  health. 

4.  "Disposal”  refers  to  intermediate  treatment  such  as  by  incineration, 
neutralization,  shredding,  solidification  and  final  treatment  such  as  by  landfill  or 
dischai^  into  ocean. 
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5.  'yfaate  treatment  disposal  facility”  refers  to  domestic  waste  treatment  and 
special  waste  treatment  facilities. 

6.  “Domestic  waste  disposal  facilitsr”  refers  to  any  facility  where  domestic  waste 
is  treated  in  a  safe  manner  by  the  processes  of  incineration,  shredding,  or  landfill,  as 
specified  by  the  Presidential  Decree. 

7.  “Special  waste  disposal  facility”  refers  to  any  facility  where  special  waste  is 
treated  in  a  safe  manner  by  the  processes  of  incineration,  shredding,  neutralization, 
solidification,  or  landfill,  as  specified  by  the  Presidential  Decree. 

8.  “Reuse”  refers  to  reproduction  and  recycling  of  waste. 


Article  3.  (Limitation  of  Application) 

1.  The  stipulations  of  this  Law  shall  not  be  applied  to  radioactive  waste  or 
substances  that  are  contaminated  by  radioactivity  and  medical  waste  (which  is 
regulated  by  Medical  Law),  wastewater  (which  is  regulated  by  the  Law  for  the 
Disposal  of  Wastewater),  human  excreta,  and  livestock  wastewater. 

2.  The  stipulation  of  this  Law  for  waste  disposal  by  discharge  into  ocean  follows 
the  Marine  Pollution  Prevention  Law. 


Article  4.  (Duties  of  National  and  Local  Government) 

1.  The  Mayors  of  cities.  County  heads,  and  Ward  heads  (heads  of  wards  imder 
mimicipalities;  hereinafter  referred  as  same)  shall  construct  domestic  waste  disposal 
facilities,  and  operate  and  maintain  them  efficiently  by  improving  collection, 
transportation,  and  operation  methods  of  domestic  waste,  and  by  improving  the 
quality  of  workers.  They  shall  also  endeavor  to  cultivate  public  awareness  of  the  need 
for  a  clean  environment. 

2.  The  Mayor  of  the  special  city  of  Seoul,  the  Mayors  of  the  cities  imder  direct 
control  of  the  national  government  (Pusan,  Inchon,  Kwangju,  Taejun,  Taegu),  and  the 
Governors  of  provinces  (hereinafter  referred  to  as  “Mayors/Cjovemors”)  shall  provide 
necessary  technical  and  financial  assistance  to  the  Mayors,  County  heads,  and  Ward 
heads  to  adequately  perform  the  duties  mentioned  in  Article  4.1,  and  coordinate  the 
domestic  waste  works  in  the  provinces. 


USACERL  SR  ER44/03 


15 


3.  The  National  Government  shall  collect  the  information  on  the  amounts  of 
special  waste  generation  and  disposal,  and  also  take  necessary  actions  to  dispose  of 
special  waste  properly. 

4.  The  National  Government  shall  support  technical  research  and  development 
on  waste  disposal,  provide  necessary  technical  and  financial  assistance  to  May- 
ors/Govemors,  Mayors,  County  heads,  and  Ward  heads,  to  enable  them  to  perform 
duties  described  in  Article  4.1  and  4.2.  The  National  Government  shall  also  coordinate 
the  waste  disposal  works  among  the  special  city  of  Seoul,  the  cities  under  direct  control 
of  the  national  government,  and  provinces  (hereinafter  referred  to  as 
“Cities/Provi  nces" ). 


Article  5.  (Regional  Management  for  Domestic  Waste) 

1.  The  Heads  of  local  governments  are  entitled  to  jointly  provide  and  maintain 
a  regional  domestic  waste  treatment  facility,  in  cases  where  more  than  two  cit- 
ies/counties/wards  need  to  regionally  treat  domestic  waste. 

2.  The  Heads  of  local  government  are  entitled  to  entrust  the  responsibility  for 
providing  or  managing  a  regional  domestic  waste  treatment  facility,  as  specified  in 
Article  5  .,  to  a  person  stipulated  in  the  Prime  Minister  Order. 

Article  6.  (Duties  of  Citizens) 

1.  All  citizens  shall  endeavor  to  preserve  a  clean  natural  and  living  environment, 
to  minimize  waste  and  recover  resources. 

2.  Land  or  building  owners,  occupants,  or  caretakers  shall  endeavor  to  maintain 
land  or  buildings  in  their  possession  clean,  and  to  implement  cleaning  in  accordance 
with  the  schedule  that  the  Mayors  of  cities.  County  heads,  and  Ward  heads  determine. 

3.  The  caretakers  of  the  areas  or  facilities  specified  in  Article  7  shall  endeavor  to 
keep  those  areas  and  facilities  clean. 
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Articis  7.  (Prohibition  of  Waste  Open  Dumping) 

No  one  shall  dump  waste  in  cultural  areas,  parks,  squares,  camping  areas,  public 
beaches,  roads,  harbors,  fishery  ports,  sewer  systems,  rivers,  lakes,  forests,  or  other 
areas  or  facilities  prescribed  by  the  Presidential  Decree  without  justifiable  retisons. 

Article  8.  (Matter  Plan  for  Watte  Disposal) 

1.  Mayors/Govemors  shall  set  forth  a  master  plan  on  waste  disposal  in  the  areas 
of  their  jurisdiction  in  accordance  with  the  guidelines  set  by  the  Minister  of 
Environment,  to  be  approved  by  the  Minister  of  Environment.  Any  modification  to  an 
approved  disposal  plan  requires  the  same  approval.  When  the  Minister  of  Environ¬ 
ment  approves  the  master  plan  or  its  modification,  it  shall  consult  with  heads  of  the 
National  Government  agencies  concerned. 

2.  Mayors  of  cities.  County  heads,  and  Ward  heads  shall  set  forth  a  master  plan 
on  domestic  waste  disposal  in  the  areas  of  their  jurisdiction  and  submit  it  to  the 
Mayors/Govemors  concerned. 

3.  The  Minister  of  Environment  shall  establish  a  national  master  plan  for  waste 
disposal  based  on  the  plans  of  domestic  waste  disposal  by  cities/provinces  described  in 
Article  8.1,  which  addresses  the  quantities  of  special  waste  that  may  be  produced  and 
areas  where  special  waste  may  be  produced,  and  inspection  data  for  proper  construc¬ 
tion  of  disposal  facilities. 

4.  Necessary  matters  for  establishing  a  master  plan  for  waste  disposal  pursuant 
to  Article  8.1  and  8.2  shall  be  stipulated  in  the  Prime  Minister  Order. 


Article  9.  (Deciding  on  a  Waste  Disposal  Facility  Construction  Plan  and  Its 
Announcement) 

The  Minister  of  Environment  or  Mayors/Govemors  shall  decide  on  the  waste  disposal 
facility  construction  plan,  which  specifies  location,  scale,  size,  constmction  period,  and 
construction  agency  based  on  a  comprehensive  waste  disposal  plan  specified  in  Article 
8.3.  They  shall  announce  the  plan  in  the  official  gazette  or  in  the  official  bulletins  of 
cities/provinces  stipulated  in  the  Prime  Minister  Order  and  make  the  plan  available 
for  public  review.  Any  modification  of  the  plan  requires  the  same  procedures. 
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Articis  10.  (Expropriation  and  Use  of  Lands) 

1.  The  Minister  of  Environment  or  Mayora/Govemors  are  entitled  to  expropriate 
or  to  use  the  land,  buildings,  objects  lodged  in  that  land,  or  rights  for  the  land, 
buildings,  and  objects,  except  the  right  of  ownership,  when  these  are  necessary  to 
construct  a  waste  disposal  facility  stipulated  in  the  waste  disposal  facility  construction 
plan  described  in  Article  9. 

2.  The  Compulsory  Purchase  of  Land  Law  is  applied  to  expropriation  and  use  as 
stipulated  in  Article  10.1,  except  where  the  Law  prescribes  special  stipulations. 

3.  In  cases  involving  the  application  of  the  Compulsory  Purchase  of  Land  Law 
stipulated  in  Article  10.2,  decisions  or  modifications  of  the  waste  disposal  facility 
construction  plan  are  regarded  as  business  approval  stipulated  in  Article  14,  judgment 
requests  shall  be  provided  within  2  years  after  the  date  of  decision  or  modification  of 
the  waste  disposal  facility  construction  plan  disregarding  the  stipulations  in  Article 
17  and  25.2  of  this  Law. 


Article  11.  (Standard  Test  Method  of  Waste) 

The  Minister  of  Environment  shall  provide  and  notify  standard  testing  methods  for 
waste  to  ensure  accuracy  and  standardization  of  analyses.  The  tests  will  provide 
constituents  of  waste  and  extraction  of  pollutants  as  basic  data  necessary  for  hazard 
analysis  and  screening  of  waste  disposal  alternatives. 


IS 


USACERL  SR  EP-94A)3 


2.  Collection,  Transportation,  Disposal  of 
Waste 


Section  1.  Domestic  Waste 


Articie  12.  (Domestic  Waste  Control  Areas) 

Domestic  waste  control  areas  are  defined  as  the  whole  country.  However,  the  areas 
designated  by  the  Mayors  of  cities,  Cotinty  heads,  and  Ward  heads  (hereinafter 
referred  to  as  “Mayors/County  and  Ward  heads”)  may  be  excluded  from  the  domestic 
waste  control  areas. 


Article  13.  (Domestic  Waste  Treatment,  etc.) 

1.  Mayors/County  and  Ward  heads  shall  collect,  transport,  and  dispose  of 
domestic  waste  discharged  from  the  domestic  waste  control  areas  of  their  jurisdiction. 

2.  Pursuant  to  Article  17,  Mayors/Cotmty  and  Ward  heads  are  entitled  to  have 
disposal  contractors  collect,  transport,  and  dispose  of  domestic  waste  stipulated  in 
Article  13.1,  as  prescribed  by  the  regulations  of  municipalities  concerned. 

3.  Mayora/County  and  Ward  heads  shall  collect,  transport,  and  dispose  of 
domestic  waste,  as  prescribed  by  the  standards  and  methods  of  the  Prime  Minister 
order.  Pursiiant  to  Article  13.2,  it  require  the  same  procedures  where  domestic  waste 
disposal  contractors  undertake  the  work. 


4.  Mayors/County  and  Ward  heads  are  entitled  to  charge  a  fee,  prescribed  by  the 
municipalities’  regulations  for  domestic  waste  collection,  transportation,  or  disposal. 
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ArticlR  14.  (Large  Volume  Domeetic  Waste  Dispoeai) 

1.  A  larger  volume  domestic  waste  generator  (hereinafter  referred  to  as  “a  large 
voliune  waste  generator”)  that  conducts  business  activities  discharging  more  than  the 
volume  specified  in  the  Presidential  Decree  shall  report  descriptions  and  generating 
volume  of  relevant  waste  to  the  Mayors/County  and  Ward  heads,  as  specified  in  the 
regulations  of  Prime  Minister  order. 

2.  A  large  volume  waste  generator  shall  collect,  transport,  and  dispose  of  waste, 
as  specified  in  the  Presidential  Decree. 


Article  15.  (Disposal  Conciliated  by  Domestic  Waste  Generators,  etc.) 

1.  Owners,  occupants,  or  caretakers  of  the  land  or  buildings  generating  domestic 
waste  (hereinafter  referred  to  as  the  “domestic  waste  generator”)  in  domestic  waste 
control  areas  shall  volvmtarily  dispose  of  some  domestic  waste  that  can  be  easily 
disposed  of  without  interfering  with  the  preservation  of  the  living  environment,  such 
as  by  incineration  or  landfilling. 

2.  The  domestic  waste  generators  shall  store  domestic  waste  that  cannot  be 
disposed  of  easily,  as  stipulated  in  Article  15.1,  Euid  in  accordance  with  the  regulations 
of  cities,  counties,  and  wards.  The  waste  shall  be  stored  separately  by  kind  and 
characteristics. 


Article  16.  (Construction  of  Domestic  Waste  Storage  Facilities) 

1.  As  prescribed  by  the  municipalities’  regulations,  Mayors/Coimty  and  Ward 
heads  are  entitled  to  have  domestic  waste  generators  construct  domestic  waste  storage 
facilities  or  receptacles  by  the  standard  specified  in  the  Prime  Minister  Order. 

2.  Mayora/County  and  Ward  heads  are  entitled  to  order  improvements  and 
changes,  or  to  address  other  necessary  actions  to  domestic  waste  generators  for  a 
specified  period  prescribed  in  the  Prime  Minister  Order  when  it  is  judged  that  storage 
facilities  or  receptacles  constructed  by  domestic  waste  generators  are  not  in 
compliance  with  the  standards  set  forth  in  Article  16.1. 
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Article  17.  (Domestic  Waste  Disposal  Service) 

1.  Anyone  who  intends  to  undertake  collection,  transportation,  or  disposal  of 
domestic  waste  as  a  business  (hereinafter  referred  to  as  a  “domestic  waste  disposal 
service”)  shall  comply  with  the  requirements  for  facilities,  equipment,  emd  technical 
abilities  specified  by  the  Prime  Minister  Order  before  Mayors/CJovemors  may  grant  a 
permit  for  that  type  of  business.  A  permit  is  also  required  when  some  important 
permitted  items  specified  by  the  Prime  Minister  order  are  changed. 

2.  The  classification  and  description  of  domestic  waste  disposal  services  are  as 
follows: 


1)  Domestic  waste  collection/transportation  business:  Any  business  that 
collects  domestic  waste  and  transports  it  to  disposal  sites 

2)  Domestic  waste  intermediate  disposal  business:  Any  business  that 
disposes  of  domestic  waste  by  means  of  incineration  or  shredding  at  its  own  domestic 
waste  disposal  facilities  before  final  disposal 

3)  Domestic  waste  final  disposal  business:  Any  business  that  finally  disposes 
of  domestic  waste  by  means  of  landfill  or  discharge  into  the  ocean  at  its  own  facilities 

3.  Mayors/Governors  are  entitled  to  limit  business  areas  or  add  necessary 
conditions  to  permission  pursuant  to  Article  17.1. 

4.  The  permitted  businessman  pursuant  to  Article  17.1  (hereinafter  referred  to 
as  the  “disposal  contractor  of  domestic  waste”)  shall  not  charge  a  disposal  fee  in  excess 
of  the  standards  stipulated  by  the  city/province’s  regulation. 


Article  18.  (Disqualification) 

Anyone  who  falls  under  one  of  the  following  categories  shall  not  be  permitted: 

1)  An  incompetent  or  a  quasi-incompetent 

2)  A  bankrupt  who  has  not  reinstated 

3)  Anyone  who  has  been  sentenced  to  an  imprisonment  due  to  violation  of  this 
law,  who  has  either  not  served  the  full  term,  or  who  was  given  a  suspension  of 
sentence,  less  than  2  years  before. 
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4)  Anyone  whose  permit  of  disposal  contractor  of  domestic  waste  has  been 
canceled  less  than  2  years  before. 

5)  Any  corporation  whose  executive(s)  falls  under  one  of  the  previous 
categories. 


Article  19.  (Cancellation  of  Permit,  etc.) 

1.  If  any  disposal  contractor  of  domestic  waste  falls  under  one  of  the  following 
categories,  Mayors/Govemors  are  entitled  to  either  cancel  a  permit  of  business  or  order 
a  suspension  of  business,  in  whole  or  in  part,  within  6  months  from  the  infraction. 
When  a  contractor  falls  under  category  1)  or  2)  of  the  following,  Mayors/Govemors 
must  cancel  the  permit: 

1)  Anyone  who  falls  under  category  1),  2),  3),  or  5)  in  Article  18 

2)  Anyone  who  has  obtained  a  permit  of  business  by  fraudulent  or  unlawful 

means 


3)  Anyone  who  fails  to  start  a  business  within  1  year  after  gaining  permis¬ 
sion,  or  suspends  the  business  for  more  than  1  year  without  justifiable  reason 

4)  Anyone  who  cannot  meet  the  permit  standards  specified  in  Article  17.1 

5)  Anyone  who  violates  the  Law  or  any  orders  pursuant  to  this  Law 

2.  When  Mayors/Govemors  intend  to  cancel  a  permit  of  business  from  a  disposal 
contractor  of  domestic  waste  due  to  category  5)  of  Article  18,  they  shall  allow  more 
than  6  months  for  changing  the  executivefs). 


Article  20.  (Conetnictlon,  Operation,  and  Management  of  Domeatic  Waate 
Treatment  Facility) 

1.  Domestic  waste  treatment  facilities  shall  be  constmcted  in  compliance  with 
the  construction  standards  stipulated  in  the  Prime  Minister  order. 

2.  Anyone  who  intends  to  constmct  a  domestic  waste  disposal  facility  (cases  of 
construction  by  anyone  who  intends  to  get  permission  of  domestic  waste  disposal 
service  stipulated  in  Article  17.1  and  2,  who  has  a  permit  are  excluded)  shall  obtain 
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an  approval  of  the  Minister  of  Environment  regulated  in  the  Prime  Minister  Order 
A  permit  is  also  required  when  some  important  permitted  items  specified  by  the  Prime 
Minister  Order  are  changed. 

3.  The  builders  of  domestic  waste  treatment  facilities  shall  report  to  the  Minister 
of  Environment  specified  by  the  Prime  Minister  Order  when  they  intend  to  start  using 
those  facilities  after  completion  of  construction. 

4.  The  builders  or  managers  of  domestic  waste  treatment  facilities  shall  operate 
and  maintain  the  facilities  by  the  maintenance  standards  specified  in  the  Prime 
Minister  Order. 

5.  In  cases  where  the  construction,  operation,  and  management  of  domestic  waste 
treatment  facilities  are  not  appropriate  in  accordance  with  the  standards  for 
construction  and  management  specified  in  Article  20.4,  the  Minister  of  Environment 
is  entitled  to  order  the  builders  or  managers  to  improve  the  facility  or  suspend 
business  during  certain  periods  as  stipulated  by  the  Prime  Minister  Order. 

6.  The  Minister  of  Environment  is  entitled  to  order  a  closedown  of  the  facility, 
when  an  order  for  improvement  of  facility  or  suspension  of  business  by  the  stipulation 
of  Article  19.5  has  been  received  but  not  executed,  or  when  it  is  deemed  that  the 
execution  of  an  order  is  impossible. 


Article  21.  (Design  and  Construction  of  a  Business  for  Domestic  Waste  Disposal 
Facilities) 

1.  Only  those  registered  designers  and  builders  stipulated  in  Article  21.3 
(hereinafter  referred  to  as  “designers  and  builders”)  are  entitled  to  design  and 
construct  domestic  waste  disposal  facilities.  However,  designers  and  builders  in  one 
of  the  following  categories  are  excluded  if  they  have  obtained  a  permit  of  business  fium 
the  Minister  of  Environment  pursuant  to  the  stipulation  of  the  Prime  Minister  Order; 

1)  A  business  owner  who  constructs  a  domestic  waste  treatment  facility  to 
dispose  of  domestic  waste  discharged  from  his  own  business 

2)  In  cases  involving  research  into  waste  disposal 


3)  In  other  cases  stipulated  in  the  Prime  Minister  Order. 
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2.  For  the  exclusions  in  Article  21.1,  the  Minister  of  Environment  may  appoint 
a  qualified  person,  specified  in  the  Prime  Minister  Order,  as  a  construction  supiervisor. 

3.  Anyone  who  intends  to  design  and  construct  a  domestic  waste  disposal  facility 
as  a  business  shall  register  his  business  with  the  Minister  of  Environment.  In  such 
cases,  the  businessman  shall  fulfill  the  requisites  for  facilities,  equipment,  and 
technical  abilities  as  stipulated  in  the  Prime  Minister  Order.  The  same  shall  be 
applied  to  change  the  important  registered  items  stipulated  in  the  Prime  Minister 
Order. 

4.  The  stipulation  in  Article  18  is  applied  to  the  registration  of  design  and 
construction  business  pursuant  to  Article  21.3. 


Article  22.  (Cancellation  of  Regiatration,  etc.) 

1.  Where  any  designer  or  builder  falls  under  one  of  the  following  categories,  the 
Minister  of  Environmwnt  is  entitled  to  either  cancel  a  registration  of  business  or  order 
a  suspension  of  business,  in  whole  or  in  part,  within  6  months  from  the  time  of 
infraction.  When  a  designer  or  builder  falls  under  category  1)  or  2),  the  Minister  of 
Environment  must  cancel  the  registration  of  business. 

1)  In  the  case  where  category  1),  2),  3),  or  5)  in  Article  18  is  applied  pursuant 
to  Article  21.4 

2)  Anyone  who  registers  business  by  fraudulent  or  imlawful  means 

3)  Anyone  who  fails  to  start  business  within  1  year  after  registration,  or  who 
suspends  the  business  Cv.ntinually  more  than  1  year  without  justifiable  reason 

4)  Anyone  who  cannot  meet  the  standards  specified  in  Article  21.3 

5)  Anyone  who  rents  or  leases  his  registration  certificate  to  any  other  person 

6)  Anyone  who  either  performs  an  unreliable  design  or  construction  work  or 
subcontracts  the  whole  construction  work  to  other  builders. 

7)  Anyone  who  violates  the  Liaw  or  any  orders  pursuant  to  this  Law. 

2.  The  stipulation  in  Article  19.2  is  applied  to  the  cancellation  of  registration  or 
suspension  of  business  prescribed  in  category  1)  of  Article  22.1. 
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Article  23.  (Continuation  of  Construction  Work  by  a  Designer  or  Builder  Whose 
Registration  is  Canceled  or  Whose  Business  Is  Suspended) 

1.  Anyone  whose  business  registration  is  canceled  or  whose  business  is  suspended 
by  Article  22  may  continue  to  conduct  business  only  for  the  construction  work  under 
the  contract  to  be  executed  prior  to  the  cancellation  or  suspension.  In  this  case,  the 
Minister  of  Environment  is  entitled  to  designate  a  qualified  person,  stipulated  in  the 
Prime  Minister  Order,  as  a  reviewer  to  control  and  supervise  the  construction  work 
concerned. 

2.  Anyone  who  conducts  the  design  or  construction  pursuant  to  the  Article  23.1 
shall  be  considered  a  designer  or  builder  stipulated  in  this  Law  until  the  completion 
of  the  construction  work  concerned. 


Section  2.  Special  Waste 


Article  24.  (Duties  of  Special  Waste  Generators,  etc.) 

1.  Any  businessman  producing  special  waste  (hereinafter  referred  to  as  "special 
waste  generator”)  shall  be  required  to  take  the  following  actions: 

1)  To  dispose  appropriately  of  special  waste  resulting  from  business  activities 

2)  To  reduce  the  amount  of  special  waste  generate-'  from  the  production  lines 
as  much  as  the  businessman  can  by  means  of  technical  improvement  and  recycling 

2.  Special  waste  generators  shall  report  to  the  Minister  of  Environment  in 
compliance  with  the  stipulation  of  the  Prime  Minister  Order. 

3.  Special  waste  generators  shall  keep  books  and  record  the  generation  volume, 
the  recycling  state,  and  treatment  results  of  specific  waste.  The  record  shall  be  kept 
for  5  years  from  the  date  of  final  recording,  as  stipulated  in  the  Prime  Minister  Order. 
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Article  25.  (Disposal  of  Special  Waste) 

1.  Special  waste  generators  shall  dispose  of  special  waste  generated  from  their 
places  of  business  by  themselves  or  shall  entrust  the  following  parties  for  disposal  of 
their  special  waste: 

1)  Anyone  who  has  obtained  a  license  with  respect  to  the  provisions  of  Article 

26.1  (hereinafter  referred  to  as  ‘disposal  contractor  of  special  waste”) 

2)  Anyone  who  disposes  of  another's  special  waste  for  the  purpose  of  recycling 
pursuant  to  the  stipulation  of  Article  31 

3)  Anyone  who  has  constructed  or  operated  special  waste  disposal  facilities 
as  stipulated  in  the  Article  25.2. 

2.  The  National  Clovemment  or  any  other  person  stipulated  in  the  Prime 
Minister  Order  is  entitled  to  construct  and  operate  regional  special  waste  disposal 
facilities  (hereinafter  referred  to  as  ‘public  disposal  facilities”).  The  person  who 
constructs  or  operates  the  public  disposal  facility  is  regarded  as  having  a  permit  of  a 
special  waste  disposal  service  stipulated  in  the  Article  26.1. 

3.  A  trust  fee  and  other  necessary  matters  for  an  entrusted  disposal  of  public 
special  waste  disposal  facilities  pursuant  to  Article  25.2  shall  be  stipulated  by  the 
Prime  Minister  Order. 

4.  Anyone  who  produces  special  waste  shall  segregate  domestic  and  special 
wastes  and  keep,  collect,  transport,  and  dispose  of  special  waste  in  compliance  with  the 
standards  and  methods  stipulated  in  the  Prime  Minister  Order.  The  case  of  an 
entrusted  disposal  by  special  waste  disposal  contractors  etc.  specified  in  the  Article 

25.1  or  25.2  requires  the  same  procedures. 

5.  Where  the  collection,  transportation,  or  disposal  of  special  waste  by  the 
disposal  contractors  of  special  waste  are  not  appropriate  according  to  the  standards 
in  Article  25.4,  the  Minister  of  Environment  is  entitled  to  order  the  contractor  of 
special  waste  disposal  to  modify  processes  for  collection,  transportation,  or  disposal, 
or  to  take  other  necessaiy  measures  during  the  designated  period  as  stipulated  by  the 
Prime  Minister  Order. 
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Articis  26.  (Special  Waste  Disposal  Service) 

1.  Anyone  who  intends  to  undertake  collection,  transportation,  or  disposal  of 
special  waste  as  a  business  (hereinafter  referred  to  as  “special  waste  disposal  service”) 
shall  obtain  a  permit  for  each  type  of  business  from  the  Minister  of  Environment. 
When  appl)ring  for  a  permit,  the  handler  shall  fulflll  all  requisites  for  facilities, 
equipment,  and  technical  abilities  according  to  the  standards  specified  in  the  Prime 
Minister  Order.  The  same  is  applied  when  some  important  permitted  items  specified 
by  the  Prime  Minister  Order  are  changed. 

2.  The  classification  and  description  of  special  waste  disposal  services  are  as 
follows: 


1)  Special  waste  collection/transportation  business:  Any  business  that 
collects  special  waste  and  transports  it  to  disposal  sites 

2)  Special  waste  intermediate  treatment  business:  Any  business  that 
disposes  of  specific  waste  by  incineration,  neutralization,  shredding,  or  solidification 
at  its  own  special  waste  treatment  facilities  before  final  treatment 

3)  Special  waste  final  treatment  business:  Any  business  that  finally  treats 
and  disposes  of  special  waste  at  its  own  facilities  by  landfill  or  discharge  into  a  sea. 

3.  The  Minister  of  Environment  may  limit  business  areas  or  add  necessary 
conditions  to  permission  pursuant  to  Article  26.1. 

4.  The  Minister  of  Environment  may  limit  a  permit  stipulated  in  the  Article  26.1 
after  consideration  of  the  amount  of  special  waste  generated  and  the  regional 
distribution  of  special  waste  disposal  contractors. 

5.  The  stipulations  prescribed  in  Articles  18  amd  19  shall  be  applied  to  permission 
and  cancellation  of  a  permit  stipulated  in  the  Article  26.1. 


Article  27.  (Report  on  Trancportition  and  Diepoeal  of  Special  Waate) 

Any  contractor  who  transports  or  disposes  of  special  waste  shall  report  the  details 
related  to  the  transportation  or  disposal  to  the  Minister  of  Environment  in  compliance 
with  the  stipulation  in  the  Prime  Minister  Order. 


Article  28.  (Conttruction,  Op«rition,  and  Maiuigemerit  of  Special  Waste  Traatmern 
Facility) 

1.  Special  waste  treatment  facilities  shall  be  constructed  in  compliance  with  the 
construction  standards  stipulated  in  the  Prime  Minister  Order. 

2.  Anyone  who  intends  to  construct  a  special  waste  treatment  facility  (cases  of 
construction  by  anyone  who  intends  to  get  permission  of  special  waste  disposal  service 
stipulated  in  Article  26,  and  who  has  a  permit  are  excluded)  shall  obtain  an  approval 
of  the  Minister  of  Environment  regulated  in  the  Prime  Minister  Order.  A  permit  is 
also  required  when  some  important  permitted  items  specified  by  the  Prime  Minister 
Order  are  changed. 

3.  The  builders  of  special  waste  treatment  facilities  shall  report  to  the  Minister 
of  Environment  specified  by  the  Prime  Minister  Order  when  they  intend  to  start  using 
those  facilities  after  completion  of  construction. 

4.  The  builders  or  managers  of  special  waste  treatment  facilities  shall  operate 
and  maintain  the  facilities  by  the  maintenance  standards  specified  in  the  Prime 
Minister  Order. 

5.  Where  the  construction,  operation,  and  management  of  special  waste 
treatment  facilities  are  not  in  accordance  with  the  standards  for  construction  and 
management  specified  in  Article  28.1  or  28.4,  the  Minister  of  Environment  is  entitled 
to  order  the  builders  or  managers  to  improve  the  facility  or  suspend  business  during 
certain  periods  as  stipulated  by  the  Prime  Minister  Order. 

6.  The  Minister  of  Environment  is  entitled  to  order  a  closedown  of  the  facility 
when  the  builder  or  manager  who  has  received  an  order  for  improvement  of  facility  or 
suspension  of  business  by  the  stipulation  of  Article  28.5  does  not  execute  an  order,  or 
when  it  is  deemed  that  the  execution  of  an  order  is  impossible. 
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3.  Control  of  Waste  Generation,  Reuse,  etc. 

Article  29.  (Waste  Minimization) 

Waste  generators  shall  take  necessary  measures  to  reuse  waste  and  to  improve 
manufacturing  processes  for  minimizing  waste  generation  volume. 

Article  30.  (National  and  Other  Government  Support) 

National  Government  and  local  governments  shall  provide  financial  and  technical 
support  for  building  facilities  or  for  priority  purchase  of  reused  products  that  minimize 
waste  generation  volume  and  accelerate  reuse. 

Article  31.  (Report  of  Waste  Reuse) 

1.  Anyone  who  intends  to  reuse  waste  for  materials  or  raw  materials  (collection, 
transportation,  or  disposal  of  waste  for  the  purpose  of  reuse  are  included,  hereinafter 
as  same)  shall  report  items  and  methods  of  reiise;  Anyone  who  intends  to  reuse 
domestic  waste  shall  report  to  the  Mayors/Govemors  and  anyone  who  intends  to  retise 
special  waste  shall  report  to  the  Minister  of  Environment  as  specified  in  the  Prime 
Minister  Order. 

2.  Anyone  who  intends  to  reuse  waste  as  specified  in  the  Prime  Minister  Order, 
including  those  who  have  reported  by  the  stipulation  in  the  Article  31.1,  shall  properly 
equip  their  facilities,  equipment,  and  technical  abilities. 

Article  32.  (Reclaim  of  Waste) 

1.  Where  the  materials,  receptacles,  or  products  used  for  manvifacturing, 
processing,  importing,  or  marketing  become  waste,  the  businessman  shall  facilitate 
collection  and  disposal  of  the  waste  from  manufacturing,  processing,  importing,  or 
marketing  products. 
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2.  Where  the  products,  materials,  or  receptacles  specified  in  Article  32. 1  contain 
substances  specified  in  the  Prime  Minister  Order,  including  air  pollutants,  water 
pollutants,  special  air  hazardous  substances,  special  water  hazardous  substances,  toxic 
substances,  or  special  toxic  substances  stipulated  in  Article  2  of  the  Air  Environmental 
Preservation  Law,  Article  2  of  Water  Environmental  Preservation  Law,  Article  2  of 
Hazardous  Chemical  Substance  Management  Law;  or  where  the  products,  materials, 
or  receptacles  are  manufactured,  processed,  imported,  or  marketed  in  large  quantities, 
the  Minister  of  Environment  or  Mayors/Governors  shall  announce  collection  and 
appropriate  treatment  methods.  Mayors/Governors  are  also  entitled  to  order  collection 
and  other  necessary  measures  for  appropriate  disposal.  Mayors/Governors  shall 
obtain  pre-approval  of  the  Minister  of  Environment  in  advance  when  they  notify  or 
order  necessary  measures. 


Article  33.  (Fund  Deposit  for  Waste  Collection  and  Disposal) 

1.  When  the  products  and  receptacles  stipulated  in  Article  32.2  become  waste  as 
specified  by  the  Presidential  Decree,  the  Minister  of  Environment  is  entitled  to  have 
manufacturers  or  importers  make  an  annual  deposit  for  collection  and  disposal  of  the 
waste  in  the  waste  management  fund,  as  stipulated  in  Article  34. 

However,  in  cases  where  a  body  of  businessmen  prepares  its  own  fund  and  collects  and 
disposes  of  waste,  the  expenditure  portion  for  collection  and  disposal  need  not  to  be 
deposited  in  the  waste  management  fund  as  stipulated  in  Article  34. 

2.  An  expenditure  of  collection  and  disposal  of  waste  deposited  (hereinafter 
referred  to  as  a  “deposit”)  by  manufacturers  or  importers  stipulated  in  Article  33.1 
shall  be  estimated  based  on  the  standards  specified  in  the  Presidential  Decree.  The 
time  limit  of  payment,  processes,  and  other  necessary  matters  are  specified  in  the 
Presidential  Decree. 

3.  Where  a  manufacturer  or  importer  executes  a  whole  or  partial  order  of  action 
for  collection  and  disposal  of  products  and  receptacles  stipulated  in  Article  32.2,  the 
Minister  of  Environment  shall  refund  the  amount  for  the  executed  portion  based  on 
the  standard  in  the  Presidential  Decree.  The  timing  of  refund,  procedures,  and  other 
necessary  matters  are  to  be  specified  in  the  Presidential  Decree.  When  the  amount  of 
refund  exceeds  the  amount  of  deposit,  the  balance  will  be  paid  from  the  waste 
management  fund. 

4.  When  the  budget  to  complete  collection  and  disposal  of  waste  as  stipulated  in 
Article  33.1  exceeds  the  amount  of  deposit  at  the  end  of  year,  the  Minister  of 
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Environment  shall  levy  the  balance.  The  timing  of  payment,  procedures,  and  other 
necessary  matters  are  specified  in  the  Presidential  Decree. 

5.  Where  the  deposit  or  balance  stipulated  in  Article  33.1  or  33.4  is  not  paid  when 
the  deposit  is  due,  the  deposit  or  balance  shall  be  collected  as  a  disposition  of  national 
taxes  in  arrears. 


Article  34.  (Waste  Management  Fund) 

The  waste  management  fund  (hereinafter  referred  to  as  ‘^he  fund”)  was  founded  to 
secure  a  revenue  source  necessary  for  reuse  and  appropriate  disposal  of  waste. 

Article  35.  (Establiahing  the  Fund) 

The  fund  is  established  with  revenue  sources  from  the  following  categories: 

1)  Deposits  stipulated  in  Article  33.1 

2)  Loans  stipulated  in  Article  38 

3)  Post  management  deposits  stipulated  in  Article  48 

4)  Reserve  funds  for  post  management  of  reclaimed  lands  stipulated  in 
Article  49 

5)  Earnings  from  the  operation  of  the  fund 

6)  Other  contributions  and  earnings  specified  in  the  Presidential  Decree. 

Article  36.  (Use  of  the  Fund) 

The  fund  shall  be  used  for  the  following  categories: 

1)  Purchasing  and  storing  waste  for  recycling 

2)  Refund  of  deposits 


3)  Vicarious  execution  of  post  management  of  reclaimed  lands 


4)  Construction  of  recycling  waste  facilities  or  development  of  recycling 
technologies 

5)  Other  uses  as  specified  in  the  Presidential  Decree 

Articki  37.  (Operation  and  Management  of  the  Fund) 

1.  The  Minister  of  Environment  operates  and  manages  the  funds. 

2.  The  Minister  of  Environment  may  entrust  the  Korean  Resources  Recycling 
Corporation  with  the  operation  and  management  of  the  fund  as  prescribed  in  the 
Waste  Synthetic  Resins  Treatment  Service  Law. 

3.  The  stipulation  of  Article  7  in  the  Budget  Accounts  Law  is  applied  to  an 
operation  plan  and  settlement  of  accounts  of  the  fund. 

Article  38.  (Loan  of  the  Fund) 

The  Minister  of  Environment  is  entitled  to  obtain  long-term  or  temporary  loans  from 
financial  agencies  or  other  funds  when  a  loan  is  required  for  operation  of  the  fund. 
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4.  Guidance  and  Supervision  of  Waste 
Disposai  Contractor 


Article  39.  (Technical  Manager) 

1.  Anyone  who  constructs  or  operates  waste  disposal  facilities  as  prescribed  in 
the  Presidential  Decree  shall  appoint  a  technical  manager  in  charge  of  technical  works 
for  operation  and  maintenance  of  the  facilities.  However,  anyone  who  does  technical 
management  of  the  facilities  solely,  or  anyone  who  has  made  a  contract  for  the 
operation  and  maintenance  of  the  facilities  with  a  qualified  third  party  stipulated  in 
the  Presidential  Decree,  is  excluded. 

2.  The  qualification  and  observance  rules  of  a  technical  manager,  and  require¬ 
ments  for  a  vicarious  execution  contract  for  technical  management,  pursuant  to  Article 
39.1,  shall  be  stipulated  by  the  Prime  Minister  Order. 


Articto  40.  (Training  for  Personnol  in  Charge  of  Waste  Disposal) 

1.  The  Minister  of  Environment  may  train  the  technical  personnel  in  charge  of 
waste  disposal  as  prescribed  in  the  Presidential  Decree  to  improve  their  quality. 

2.  The  training  requirements  under  the  piovisions  of  Article  40.1  shall  be 
stipulated  by  the  Prime  Minister  Order. 


Article  41.  (Keeping  and  Maintaining  Records) 

1.  Anyone  who  falls  under  one  of  the  following  categories  shall  keep  a  record  book 
and  record  the  state  of  collection,  transportation,  disposal  of  waste  (the  amounts  of 
production,  import,  sale  and  of  collection,  disposal  of  products  and  receptacles,  in  cases 
that  fall  under  category  7).  The  records  shall  be  kept  for  5  years  from  the  final 
recording  date  as  stipulated  in  the  Prime  Minister  Order. 


1)  A  domestic  waste  disposal  contractor  as  stipulated  in  Article  17.1 


USACERL  SR  EP-94m 


33 


2)  A  builder  or  manager  of  a  domestic  waste  disposal  facility  as  stipulated  in 
Article  20.2 

3)  A  builder  or  operator  of  a  public  special  waste  disposal  facility  as  stipulated 
in  Article  25.2 

4)  A  special  waste  disposal  contractor  as  stipulated  in  Article  26.1 

5)  A  builder  or  manager  of  a  special  waste  disposal  facility  as  stipulated  in 
Article  28.2 

6)  A  reporter  as  stipulated  in  Article  31.1 

7)  A  manufacturer  or  importer  as  stipulated  in  Article  32.2  and  33. 


Articte  42.  (Report  on  the  Suspension  and  Closure  of  Business) 

The  domestic  waste  disposal  contractor  stipulated  in  Article  17.1,  the  designer  or 
builder  of  domestic  waste  disposal  facility  (Article  21.3),  and  the  special  waste  disposal 
contractor  (Article  26.1)  shall  report  the  temporary  closure,  reopening,  or  closure  of 
business  to  the  government  authority  where  the  permit  or  registration  was  obtained 
as  stipulated  by  the  Prime  Minister’s  Order. 


Article  43.  (Report  and  Inspection) 

1.  The  Minister  of  Environment,  Mayors/Govemors,  or  Mayors/Heads  of  Counties 
and  Wards  are  entitled  to  demand  reports  and  presentation  of  necessary  data  of  the 
persons  concerned  as  specifled  in  the  Prime  Minister  Order,  and  are  also  entitled  to 
require  their  staffs  to  enter  the  offices  or  places  of  business  and  inspect  the  related 
documents,  facilities,  and  equipment. 

2.  The  staff  member  who  enters  and  inspects  piu’suant  to  Article  43.1  must  carry 
an  identification  card  that  proves  his  status  and  must  present  the  identification  to  the 
concerned  person. 
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5.  Supplementary  Provisions 

Article  44.  (import  Restrictions  on  Waste) 

The  Minister  of  Environment  may  request  the  Minister  of  Commerce  and  Industry  to 
restrict  the  import  of  waste  when  it  is  deemed  necessary  for  environmental  preserva¬ 
tion. 


Article  45.  (Action  Orders  for  Waste  Disposal) 

1.  The  Minister  of  Environment  or  Mayors/Govemors  are  entitled  to  order  those 
who  dispose  of  waste  or  who  are  entrusted  to  dispose  of  waste  to  perform  necessary 
actions  to  remove  and  prevent  danger  during  certain  periods,  when  they  recognize  the 
primary  danger  or  possibility  of  danger  against  human  environmental  preservation 
where  such  cases  fall  under  one  of  the  following  categories: 

1)  Where  domestic  waste  is  not  disposed  of  in  compliance  with  the  standards 
of  domestic  waste  disposal 

2)  Where  the  special  waste  is  not  disposed  of  in  compliance  with  the 
standards  of  special  waste  disposal 

2.  The  Minister  of  Environment  or  Mayors/Govemors  shall  notify  the  recipient 
of  the  reasons  for  any  orders  for  action  and  shall  provide  the  recipient  an  opportunity 
to  explain  and  submit  evidence  in  advance  of  the  action  order  as  stipulated  in  Article 
45.1.  However,  for  a  urgent  case  for  human  environmental  preservation,  the  above 
rule  is  not  applied. 


Article  46.  (Execution  by  Proxy) 

1.  Where  the  waste  disposal  contractor  or  the  waste  disposal  trustee  does  not 
execute  the  action  order  as  stipulated  in  Article  45.1,  the  Minister  of  Environment  or 
Mayors/Govemors  are  entitled  to  execute  the  order  by  proxy  as  stipulated  in  the  Law 


of  Administrative  Execution  by  Proxy  and  to  levy  the  expenditure  from  the  waste 
disposal  contractor  or  the  waste  disposal  trustee. 

Article  47.  (Poet-Management  of  Waate  Diapoaai  Facilitiea) 

1.  A  waste  disposal  facility  builder  who  obtains  a  construction  permit  by  the 
regulations  specified  in  Article  20.2  and  28.2  (including  a  person  who  has  a  permit  of 
domestic  or  special  waste  disposal  service  stipulated  in  Article  17  or  26),  shall  report 
the  termination  of  bvisiness  to  the  Minister  of  Environment  by  the  stipulation  of  the 
Prime  Minister  Order,  when  he  intends  to  terminate  or  close  down  the  waste  disposal 
facility. 

2.  The  Minister  of  Environment  may  order  the  person  who  terminates  or  closes 
down  a  facility  by  filling  up  waste  that  is  specified  by  the  Presidential  Decree  among 
people  who  reported,  pursuant  to  Article  47.1,  to  take  necessary  post-management 
measures,  such  as  operation  of  leachate  disposal  facilities,  as  stipulated  in  the  Prime 
Minister  Order,  to  protect  the  heath  and  property  of  residents  or  to  prevent  damage 
to  the  surrounding  environment  after  termination  of  the  facility. 

3.  Where  a  person  who  has  secured  post-management  by  deposit,  as  stipulated 
in  Article  48,  or  a  person  who  carries  insurance  that  guarantees  the  post  management, 
or  a  pe-'scn  who  reserved  a  post-management  deposit  in  advance,  by  the  stipulations 
in  Article  49,  does  not  appropriately  execute  post  management  work,  the  Minister  of 
Environment  is  entitled  to  order  correction  during  a  certain  period.  When  the 
correction  is  not  executed  within  the  given  period,  the  Minister  of  Environment  may 
have  a  proxy  specified  in  the  Presidential  Decree  execute  the  work.  The  expenditure 
for  post  management  will  be  charged  to  the  deposit,  execution  guaranty  insurance,  or 
pre-reserved  management  deposit. 

Article  48.  (Poet-Management  Deposit  for  Waste  Disposal  Facility) 

1.  The  Minister  of  Environment  is  entitled  to  order  the  landfill  builder  to  deposit 
the  whole  or  partial  expenditure  for  post  management  in  a  fund  to  assure  the 
execution  of  post  management  of  the  waste  facility  by  the  stipiilations  of  the 
Presidential  Decree,  when  the  Minister  of  Environment  recognizes  that  possibilities 
exist  of  danger  against  human  health,  property,  or  surroimding  environment  due  to 
leachate  after  conclusion  or  closedown  of  the  facilities,  which  require  post  management 
as  stipulated  in  the  Article  47.1.  When  it  falls  under  one  of  the  following  categories, 
the  deposit  for  expenditure  of  post  management  may  be  excluded,  or  the  whole  or 


36 


USACERL  SR  EP-9M3 


partial  expenditure  for  post  management  may  be  replaced  with  the  deposit  as 
stipulated  in  the  Presidential  Decree: 

1)  Where  it  carries  insurance  that  assures  the  post  management 

2)  Where  the  post  management  deposit  is  reserved  in  advance  by  the 
stipulation  of  the  Article  49 

3)  In  other  cases  specified  in  the  Presidential  Decree. 

2.  As  stipulated  in  Article  48.1,  the  deposit  by  the  builder  of  a  waste  landfilling 
facility  (hereinafter  referred  to  as  “post  management  deposit”)  is  estimated  by  the 
standards  specified  in  the  Presidential  Decree,  and  the  timing(procedure  of  deposit  and 
other  necessary  matters  are  specified  in  the  Presidential  Decree. 

3.  Where  the  post  management  deposit  stipulated  in  the  Article  48.2  is  not  paid 
before  it  is  due,  the  deposit  shall  be  collected  as  a  disposition  of  national  taxes  in 
arrears. 

4.  The  Minister  of  Environment  shall  refund  the  post  management  deposit 
corresponding  to  the  amount  of  calculated  money  by  the  standards  specified  in  the 
Presidential  Decree  from  the  paid  post-management  deposit  when  the  builder  of  a 
waste  landfilling  facility  executes  in  whole  or  in  part  the  yearly  portion  of  the  post¬ 
management  work. 


Article  49.  (Pre-Deposit  of  Post-Management  Fund) 

1.  The  Minister  of  Environment  may  have  the  builder  of  a  landfill  as  specified  in 
the  Presidential  Decree  reserve  the  deposit  in  advance  for  post  management  after 
concluding  the  use  or  closedown  of  facilities  as  stipulated  in  the  Presidential  Decree. 

2.  Where  the  amount  of  pre-reserved  deposit  by  the  builder  of  facilities  stipulated 
in  Article  49.1  exceeds  the  amount  of  post-management  deposit  stipulated  in  Article 
48.1,  the  Minister  of  Environment  shall  return  the  balance  as  specified  in  the 
Presidential  Decree. 
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Articto  50.  (Land  Use  Restriction  after  Conciuaion  of  Use,  Cioaadovvn) 

1.2.  The  Minister  of  Environment  is  entitled  to  restrict  the  use  of  land  occupied 
by  w.'\8te  treatment  facilities  to  parks,  planting  trees,  making  grassland,  or  construct¬ 
ing  sports  facilities  during  a  certain  period  of  time.  Such  a  judgement  will  be  made 
against  the  people  who  have  ownership  or  who  have  the  rights  except  ownership  of 
lands  occupied  by  the  facilities,  as  stipulated  by  the  Presidential  Decree.,  when  the 
Minister  of  Environment  recognizes  that  possibilities  of  primary  danger  exist  against 
human  health,  property,  or  the  surrounding  environment  due  to  the  leachate  or  loss 
of  an  embankment,  when  concluding  use  of  or  closing  down  a  landfill  requires  post¬ 
management  as  stipulated  in  Article  48.1. 

3.  The  Minister  of  Environment  shall  give  fair  compensation  for  the  loss  from  the 
deposit  in  cases  where  people  suffer  losses  due  to  the  land  use  restriction  stipulated 
in  Article  50.1.  In  this  case,  the  Minister  of  Environment  shall  negotiate  the 
compensation  with  the  compensation  receiver. 

Article  51.  (Control  of  Waste  Disposal  Service) 

To  coordinate  the  waste  disposal  service  among  local  governments  stipulated  in  Article 
4.2  or  4.4,  the  Minister  of  Environment  and  Mayors/Govemors  shall  allow  local 
governments  to  share  the  waste  disposal  facility,  in  the  case  where  the  joint  use  of  a 
waste  disposal  facility,  such  as  a  landfill,  is  necessary.  They  also  are  entitled  to  ask 
the  related  local  government’s  consideration  in  supporting  counterplans  necessary  to 
preserve  and  improve  the  living  environment  of  the  areas  where  the  facility  is  located. 
In  this  case,  the  related  local  government  shall  accede  to  the  requests  unless  special 
reasons  are  provided. 

Article  52.  (Government  Subsidy) 

The  National  Government  may  support  the  whole  or  partial  expenditure  according  to 
the  following  categories  within  the  limits  of  a  budget: 

1)  In  the  case  of  local  government:  The  expenditure  necessary  to  construct 
a  domestic  waste  disposal  facility 

2)  In  the  case  of  a  person  who  constructs  and  manages  a  public  disposal 
facility:  The  expenditure  necessary  to  construct  a  special  waste  disposal  facility  as 
specified  in  the  Presidential  Decree. 
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Article  53.  (Support  for  Expenditure  for  Special  Waste  Oiaposal  Facilities) 

The  National  Government  or  Heada  of  local  governments  may  support  the 
expenditure  for  construction  for  a  person  who  intends  to  construct  a  waste  disposal 
facility  or  recycling  facility  recognized  as  necessary. 


Article  54.  (Report  of  Waste  Disposal  Result) 

1.  Mayors/Govemors  shall  report  annual  results  of  waste  disposal  within  their 
jurisdictional  territories  to  the  Minister  of  Environment  by  the  end  of  February  of  the 
coining  year  stipulated  in  the  Prime  Minister  Order. 

2.  The  Minister  of  Environment  is  entitled  to  have  Mayors/Govemors  or 
Mayors/County  and  Ward  Heads  report  the  results  of  guidance  and  regulatory  actions 
related  to  wasteworks. 


Article  55.  (Handling  Fee  for  Permits,  etc.) 

Anyone  who  intends  to  get  a  permit  by  the  stipulations  in  Article  17.1, 21.3,  and 
26.1,  or  anyone  who  intends  to  register  a  permit  shall  pay  the  handling  fee  specified 
in  the  Prime  Minister  Order. 


Article  56.  (Standard  for  Administrative  Measures) 

The  standards  for  administrative  measures  relating  to  acts  against  this  Law  or 
the  orders  of  this  Law  are  specified  in  the  Prime  Minister  Order. 


Article  57.  (Hearing) 

The  Minister  of  Environment  or  Mayor/Govemors  shall  provide  a  person  who 
receives  the  order,  a  proi^,  or  an  interested  person  an  opportunity  to  respond  in 
advance  as  specified  in  the  Prime  Minister  Order,  when  the  Minister  of  Environment 
or  Mayors/Govemors  intend  to  order  cancellation  of  a  permit  or  registration, 
suspension  of  business  as  stipulated  in  Articles  19.1,  22.1,  and  26.5.  However,  this 
opportimity  may  be  excluded  in  cases  where  the  person  who  receives  the  order,  a 
proxy,  or  the  interested  person  does  not  respond  to  this  proposal  without  justifiable 


reasons,  or  where  it  is  impossible  to  provide  the  opportunity  because  of  unknown 
address,  etc. 


ArticI*  58.  (Delegation,  Truet  of  Authority  and  Duty) 

1.  The  Minister  of  Environment  may  entrust  his  partial  authority  by  this  Law  to 
Mayors/Governors  or  Regional  Administrators  of  Environmental  Administration  as 
stipulated  in  the  Presidential  Decree. 

2.  The  National  Government  or  heads  of  local  governments  may  entrust  the 
management  and  operation  of  waste  disposal  facilities  to  a  competent  person 
stipulated  in  the  Prime  Minister  Order  (Local  Government  Regulations  in  case  of 
heads  of  local  government)  when  they  recognize  the  necessities  for  effective  manage¬ 
ment  and  operation  of  those  facilities  constructed  by  this  Law. 
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6.  Penal  Provisions 


Artlcto59.(PwiaHlM) 

Anyone  who  falls  under  one  of  the  following  categories  shall  be  imprisoned  for  less 
than  5  years  or  fined  less  than  30,000,000  won: 

1)  Anyone  who  conducts  a  business  of  domestic  waste  disposal  service  without 
a  permit  pursuant  to  the  provisions  of  Article  17.1 

2)  Anyone  who  obtains  a  permit  of  domestic  waste  disposal  service  pursuant 
to  the  provisions  of  Article  17.1  by  fraudulent  or  other  unlawful  means 

3)  Anyone  who  does  not  execute  orders  of  closedown  pursuant  to  the 
provisions  of  Article  20.6  or  28.6 

4)  Anyone  who  designs  and  constructs  domestic  waste  disposal  facilities  as 
a  business  without  registration  required  by  the  stipulations  of  Article  21.3 

5)  Anyone  who  registers  a  business  of  design  and  construction  of  domestic 
waste  disposal  facilities  pursuant  to  the  provisions  of  Article  21.3  by  fraudulent  or 
other  unlawful  means 

6)  Anyone  who  undertakes  to  dispose  of  special  waste  as  a  business  without 
a  permit  pursuant  to  the  provisions  of  Article  26.1 

7)  Anyone  who  obtains  a  permit  of  special  waste  disposal  service  pursuant  to 
the  provisions  of  Article  26.1  by  fraudulent  or  other  unlawful  means. 


Article  60.  (Penaltiee) 

Anyone  who  falls  under  one  of  the  following  categories  shall  be  imprisoned  for  less 
than  2  years  or  fined  less  than  10,000,000  won: 
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1)  Anyone  who  disposes  of  domestic  waste  in  violation  of  the  provisions  of 
Article  13.3 

2)  Anyone  who  changes  his  permitted  items  without  a  permit  for  modification 
pursuant  to  Article  17.1 

3)  Anyone  who  conducts  a  business  during  the  suspension  period  of  business 
stipulated  in  Article  19.1  or  22.1 

4)  Anyone  who  constructs  waste  disposal  facilities  without  a  permit  pursuant 
to  Article  20.2  or  28.2 

5)  Anyone  who  violates  the  order  of  improvement  or  suspension  of  use 
pursuant  to  Article  20.5  or  28.5 

6)  Anyone  who  designs  and  constructs  waste  disposal  facilities  in  violation  of 
the  provisions  of  Article  21.1 

7)  Anyone  who  changes  the  registered  items  without  registration  for  change 
pursuant  to  Article  21.3 

8)  Anyone  who  disposes  of  special  waste  in  violation  of  the  provisions  of 
Article  25.1 

9)  Anyone  who  disposes  of  special  waste  in  violation  of  the  provisions  of 
Article  25.4  intentionally  or  by  primary  negligence 

10)  Anyone  who  violates  the  order  pursuant  to  the  provisions  of  Article  25.5 

11)  Anyone  who  violates  the  order  of  measures  pursuant  to  the  provisions  of 
Article  32.2 

12)  Anyone  who  violates  the  order  of  measures  pursuant  to  the  provisions  of 
Article  45.1 

13)  Anyone  who  violates  the  order  of  measures  pursuant  to  the  provisions  of 
Article  47.2 

14)  Anyone  who  uses  land  in  violation  of  the  land  use  restriction  pvu^uant  to 
the  provisions  of  Article  50.1. 
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Article  61.  (Penettiee) 

Anyone  who  falls  under  one  of  the  following  categories  shall  be  imprisoned  for 
less  than  1  year  or  fined  less  than  5,000,000  won: 

1)  Anyone  who  collects  or  transports  domestic  waste  in  violation  of  the 
provisions  of  Article  13.3 

2)  Anyone  who  does  not  report  in  compliance  with  the  provisions  of  Article 
14.1  or  42 

3)  Anyone  who  collects,  transports,  or  disposes  of  domestic  waste  in  violation 
of  the  provisions  of  Article  14.2 

4)  Anyone  who  violates  the  order  of  measures  pursuant  to  the  provisions  of 
Article  16.1 

5)  Anyone  who  violates  business  restrictions  or  conditions  piu^uant  to  the 
provisions  of  Article  17.3 

6)  Anyone  who  changes  the  permitted  items  without  a  permit  for  changes 
pursuant  to  Article  20.2  or  28.2 

7)  Anyone  who  does  not  operate  and  manage  the  facilities  in  compliance  with 
the  management  standards  pursuant  to  the  provisions  of  Article  20.4  or  28.4 

8)  Anyone  who  does  not  report  in  compliance  with  the  provisions  of  Article 
24.2,  27,  or  31.1  or  who  reports  fraudulently 

9)  Anyone  who  collects  or  transports  special  waste  in  violation  of  the 
provisions  of  Article  25.4  intentionally  or  by  primary  negligence 

10)  Anyone  who  changes  the  permitted  items  of  special  waste  disposal  service 
without  a  permit  for  changes  pursuant  to  the  provisions  of  Article  26.1 

11)  Anyone  who  recycles  waste  without  fulfilling  the  required  conditions 
pursiiant  to  the  provisions  of  Article  31.2 

12)  Anyone  who  does  not  appoint  a  technical  manager  pursuant  to  the 
provisions  of  Article  39 


13)  Anyone  who  does  not  report  or  makes  a  false  report  in  noncompliance 
with  the  provisions  of  Article  43.1 

14)  Anyone  who  refuses,  interferes,  or  avoids  the  ingress  and  inspection  of 
facilities  pursuant  to  the  provisions  of  Article  43. 


Article  62.  (Concurrent  Penalty  Provlelone) 

When  a  representative  of  a  corporation,  a  proxy  for  an  employer,  or  an  employee  of  a 
corporation  or  a  private  enterprise  commits  an  unlawful  act  against  the  provisions  of 
Article  59,  60,  and  61  with  regard  to  the  business  of  the  corporate  or  private 
enterprise,  the  penalties  of  the  fine  under  each  respective  Article  shall  be  imposed  on 
the  corporate  or  private  enterprise  in  addition  to  punishing  the  person  who  committed 
such  violations. 


Article  63.  (Rnee) 

1.  Anyone  who  falls  under  one  of  the  followingcategories  shall  be  fined  less  than 
1,000,000  won: 

1)  Anyone  who  dischaiges  waste  in  violation  of  the  stipulations  of  Article  7 

2)  Anyone  who  violates  the  stipulations  of  Article  15.2 

3)  Anyone  who  violates  the  order  of  measures  pursuant  to  the  provisions  of 
Article  16.2 

4)  Anyone  who  collects  disposal  charges  in  violation  of  the  stipulations  of 
Article  17.4 

5)  Anyone  who  does  not  report  as  stipulated  by  Article  20.3  or  28.3 

6)  Anyone  who  does  not  record  or  keep  a  record  book  pursuant  to  the 
stipulations  of  Article  24.3,  or  who  records  fraudulently 

7)  Anyone  who  does  not  record  or  keep  a  record  book  pursuant  to  the 
stipulations  of  Article  41,  or  who  records  fraudulently 


8)  Anyone  who  does  not  report  as  stipulated  by  Article  47.1. 
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2.  The  Minister  of  Environment,  Mayors/Govemors,  or  Mayors/Heads  of  County 
and  Wards  are  entitled  to  charge  or  collect  fines  as  stipulated  in  Article  63.1,  which 
shall  be  prescribed  by  the  Presidential  Decree. 

3.  Anyone  who  does  not  agree  with  the  imposition  of  fine  pursuant  to  the 
stipulation  of  Article  63.2  is  entitled  to  file  a  rebuttal  with  the  Minister  of  Environ¬ 
ment,  Mayors/Govemors,  or  Mayors/Heads  of  Coimty  and  Wards  concerned,  within  30 
days  from  the  day  of  receipt  of  the  notification  of  imposition. 

4.  Upon  receiving  a  rebuttal  for  the  imposition  of  fine  pursuant  to  the  stipulation 
of  Article  63.3  from  a  person  receiving  an  imposed  fine,  according  to  the  stipulation  of 
Article  63.2,  the  Minister  of  Environment,  Mayors/Govemors,  or  Mayors/Heads  of 
County  and  Wards  shall  refer  the  rebuttal  to  the  court  concerned.  The  rcurt  shall 
judge  the  imposition  by  the  Voluntary  Matters  Proceedings  Act. 

5.  In  those  cases  where  a  plaintiff  does  not  file  a  rebuttal,  and  still  does  not  pay 
an  imposed  fine,  according  to  the  stipulation  of  Article  63.3,  the  Minster  of  Environ¬ 
ment,  Mayors/Govemors,  or  Mayors/Heads  of  County  and  Wards  may  collect  the  fine 
by  the  procedures  of  Disposition  of  National/Local  Taxes  in  Arrears. 


Addenda  to  the  Waste  Management  Law 


Article  1.  (Enforcement  Date) 

Enforcement  of  this  Law  shall  be  effective  6  months  after  the  day  of  promulgation  of 
this  Law. 


Article  2.  (Interim  Meaeuree  on  Permiaaion  of  Domestic  or  Special  Waate  Diapoaal 
Service) 

Anyone  whose  business  of  domestic  or  special  waste  disposal  service  has  been 
permitted  by  the  stipulations  of  the  old  Law  at  the  time  of  enforcement  of  this  Law, 
shall  obtain  a  permit  for  domestic  or  special  waste  disposal  service  with  required 
facility,  eqmpment,  and  technical  capabilities  in  full  compliance  with  this  Law  within 
18  months  after  the  day  of  promulgation  of  this  Law.  In  such  cases,  each  business 
concerned  may  conduct  business  through  the  day  before  the  permitted  date  on  the 
grounds  of  the  old  Law. 


Article  3.  (Interim  Meaeurm  on  Report  by  Special  Waate  Diacharger) 

The  special  waste  discharger,  previously  reqmred  to  report  by  the  stipulations  of 
Article  24.2  at  the  time  of  enforcement  of  this  Law,  shall  report  within  3  days  after  the 
date  of  enforcement  of  this  Law. 


Article  4.  (Interim  Meaeuree  on  Conatruction  of  Waate  Diapoaal  Facilitiea) 

1.  Industrial  waste  disposal  facilities  as  stipulated  by  the  old  Law  at  the  time  of 
enforcement  of  this  Law,  shall  be  regarded  as  domestic  or  special  waste  disposal 
facilities  under  this  Law. 

2.  Any  builder  of  industrial  waste  disposal  facilities  pursuant  to  Article  4.1  shall 
repair  the  facility  within  3  years  after  the  date  of  enforcement  of  this  Law,  to  meet  the 
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construction  standards  of  domestic  or  special  waste  disposal  facilities  as  stipulated  by 
this  Law. 


Article  5.  (Interim  Measures  on  Report  of  industrial  Waste  Recycling  and  Reuse) 

Anyone  who  has  reported  industrial  waste  recycling  use  under  the  old  Law  at  the  time 
of  enforcement  of  this  Law  shall  be  regarded  as  one  who  has  reported  domestic  or 
special  waste  recycling  use  under  this  Law. 


Article  6.  (Amendment  of  Other  Laws) 

Parts  of  the  Waste  Synthetic  Resins  Treatment  Service  Law  shall  be  amended  as 
follows: 

In  Article  9,  Category  5,  ‘treatment  of  waste”  shall  bi,  amended  to  "treatment  and 
recycle  of  waste.” 


Presidential  Decree  To  Implement  the  Waste 
Management  Law 


Full  Text  Revision  26  September  1991 
Presidential  Decree  No.  13480 


1 .  General  Provisions  of  the  Decree 


Article  1.  (Purpose) 

The  purpose  of  this  Presidential  Decree  is  to  stipulate  the  items  delegated  in  and 
necessary  for  implementing  the  Waste  Management  Law  (hereinafter  referred  to  as 
“the  Law"). 


Article  2.  (Types  of  Special  Waste) 

Pursuant  to  the  provisions  of  Article  2.3  in  the  Law,  special  waste  shall  be  specified 
in  Table  1  in  the  Annex  to  this  Order. 


Article  3.  (Domestic  Waste  Disposal  Facility) 

The  domestic  waste  disposal  facilities,  pursuant  to  Article  2.6  of  the  Law,  shall  be 
defined  as: 

1)  Landfill  facilities 


2)  Incineration  facilities 
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3)  Compaction,  shredding  facilities,  or  intermediate  facilities  that  dispose  of 
domestic  waste  by  methods  of  compaction  or  shredding,  to  promote  transportation 
efficiency 

4)  Facilities  that  dispose  of  domestic  waste  by  methods  of  separation,  composting, 
making  feed  or  fuel,  to  promote  efficiency  of  domestic  waste  disposal 

5)  Other  facilities  that  the  Minister  of  Environment  notifies  after  recognition  of 
safe  disposal  of  domestic  waste. 


Article  4.  (Special  Waete  Dispoaal  Facility) 

The  special  waste  disposal  facilities,  pursuant  to  Article  2.7  of  the  Law,  shall  be 
defined  as: 

1)  Intermediate  disposal  facilities 

a.  Incineration  facilities  (destructive  distillation  systems  shall  be  included.) 

b.  High  temporal .  }struction  facilities 

c.  Shredding(cutting  facilities 

d.  Melting  facilities 

e.  Graduation  (evaporation/graduation)  facilities 

f.  Refining  facilities  (including  facilities  that  dispose  of  special  waste  by 
methods  of  separation,  distillation,  extraction,  or  filtration) 

g.  Reaction  facilities  (including  facilities  that  dispose  of  special  waste  by 
methods  of  chemical  reaction,  such  as  neutralization,  oxidation,  deoxidation, 
polymerization,  or  condensation) 

h.  Oil  and  water  separation  facilities 

i.  Coagulation/sedimentation  facilities 


j.  Dewatering  facilities 
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k.  Drying  facilities 

l.  Solidification  facilities 

m.  Stabilization  facilities.  (Compost  facilities  shall  be  included.) 

2)  Final  disposal  facilities 

a.  Isolation  type  landfill 

b.  MaT^p  ■p'Tit.at  type  landfill 

c.  Sedimentation  type  landfill 

d.  Stabilization  t3rpe  landfill 

3)  Other  facilities  that  the  Minister  of  Environment  notifies  after  recognition  of 
safe  disposal  of  special  waste. 


Article  5.  (Prohibited  Areae  of  Waste  Open  Dumping) 

“Other  areas  prescribed  by  the  Presidential  Decree"  in  Article  7  of  the  Law  shall  be 
defined  as: 

1)  Coastal  areas 

2)  Areas  so  designated  and  declared  by  the  Minister  of  Environment,  through 
coordination  with  the  National  Fisheries  Administration,  to  produce  or  preserve 
marine  products 

3)  Areas,  such  as  roadside,  railroad  track  beds,  or  resort  areas,  so  designated  and 
declared  by  the  Minister  of  Environment,  through  coordination  with  the  Minister  of 
Construction  or  the  Minister  of  Transportation 

4)  Areas  so  designated  and  declared  by  the  Minister  of  Environment,  through 
coordination  with  the  Minister  of  Agriculture  and  Fisheries,  to  preserve  the  quality  of 
agricultural  water 

6)  Areas  within  15,0(X)  m  (30,(XX)  m  in  case  of  a  service  water  reservoir  for  a  very 
wide  area)  from  service  water  reservoirs  or  protection  areas  for  service  water, 
according  to  the  Water  Resources  Law,  as  declared  by  the  Minister  of  Environment  in 
coordination  with  the  Minister  of  Construction. 
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2.  Collection,  Transportation,  Disposal  of 
Waste 


AiUcIr  6.  (Large  Volume  Domeetic  Waete  Generator) 

"A  lar|^  volume  domestic  waste  generator”  who  conducts  business  activities 
(hereinafter  referred  to  as  “a  large  volume  waste  generator”)  discharging  more  than 
the  volume  specified  in  the  Presidential  Decree  in  Article  14.1  of  the  Law  shall  be 
defined  as: 

1)  Anyone  who  discharges  an  average  of 300  kg/day  or  more  of  domestic  waste 

2)  Anyone,  except  people  described  in  Article  6.1,  who  discharges  domestic  waste 
of  1  ton  or  more  per  each  job  or  1  ton/wk  or  more  due  to  the  continuous  business 
activities,  such  as  a  chain  of  construction  or  other  work  activities. 


Article  7.  (Collection,  Transportation,  Disposal  Standards  of  Domestic  Waste  for 
a  Large  Volume  Generator) 

Collection,  transportation,  and  disposal  standards  of  domestic  waste  for  large  volume 
generators,  pursuant  to  the  provisions  of  Article  14.2  in  the  Law,  shall  be  specified  in 
Table  2  in  the  Annex  to  this  Order. 


Article  8.  (Recommendation  of  Self>Dispoaal  of  Special  Waste) 

1.  The  Minister  of  Environment  may  advise  special  waste  generators  to  take 
necessary  measures,  such  as  self-disposal  of  special  waste  generating  from  their 
business  activities,  in  cases  where  the  Minister  of  Environment  recognizes  that  it  is 
required  for  appropriate  management  of  special  waste.  In  those  cases,  the  special 
waste  generators  shall  follow  the  request,  unless  there  is  a  special  exception. 
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2.  In  cases  where  special  waste  generators  entrust  disposal  of  special  waste 
generated  from  their  business  activities,  pursuant  to  Article  25.1  of  the  Law,  they  shall 
observe  the  following: 

1)  Notify  trustees  in  advance  of  all  matters  necessary  for  types/constituents, 
precautions,  disposal  methods,  and  collection,  transportation,  or  disposal  of  special 
waste 


2)  Checking  *he  trustees  capacity,  capability,  and  type  of  disposal  facilities, 
considering  the  constituent  and  volume  of  special  waste  to  be  treated. 
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3.  Control  of  Waste  Generation  and  Reuse,  etc. 


Article  9.  (Devising  a  Basic  Plan  for  Waste  Reuse) 

1.  The  Minister  of  Environment  shall  devise  and  support  the  annual  basic  plan 
for  waste  reuse  to  implement  a  comprehensive  and  systematic  waste-recycling 
program. 

2.  The  heads  of  the  National  Government  Agencies  concerned,  the  Mayor  of  the 
special  city  of  Seoul,  the  Mayors  of  the  cities  under  direct  control  of  the  national 
government,  and  Governors  of  the  provinces  (hereinafter  referred  to  as  “May- 
ors/Govemors”)  shall  devise  and  support  a  waste  recycling  plan  appropriate  to  the 
local  situation,  pursuant  to  the  waste  reuse  plan  set  forth  in  Article  9.1. 

3.  The  Minister  of  Environment  shall  designate  business  types  targeted  for 
priority  recycling  through  coordination  with  the  heads  of  the  National  Government 
Agencies  and  list  the  recycling  methods  by  business  types,  if  the  Minister  of 
Environment  recognizes  that  it  is  necessary  to  facilitate  waste  reuse. 

Article  10.  (Establishment  of  A  Waste  Minimization  Plan  by  Waste  Generators) 

1.  Waste  generators  shall  make  their  effort  to  minimize  waste  generation  volume 
by  devising,  implementing  self-plans  for  waste  recycling,  and  improving  manufactur¬ 
ing  methods  necessary  for  minimizing  waste  generation  volume,  pursuant  to  Article 
29  in  the  Law. 

2.  Waste  generators  shall  make  their  effort  to  facilitate  waste  recycling  by 
labeling  recyclable  signs  on  the  products/containers,  as  recommended  by  the  Minister 
of  Environment,  during  manufacturing,  processing,  and  marketing  the  products. 

3.  Waste  generators  shall  make  an  effort  to  recycle  and  minimize  waste  by 
compl3ring  with  the  packing  standards  for  packing  methods/materials,  as  suggested  by 
the  Minister  of  Environment. 
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Article  11.  (National  Government  Support  for  Facilitating  Waste  Reuse) 

1.  The  National  Government  shall  make  an  effort  to  promote  scientific 
technology,  and  support  research,  development,  and  technology  transfer  for  facilitation 
of  recycling  waste. 

2.  The  National  Government  shall  endeavor  to  achieve  voluntary  cooperation  of 
citizens  for  recycling  waste  by  promoting  citizens’  recognition  of  the  significance  of 
waste  recycling  through  education  and  public  relationship. 

3.  The  National  Government  shall  endeavor  to  support  collectors  of  recycling 
waste  and  builders  of  recycling  facilities/equipment  with  financial  aid,  such  as  loans 
for  purchasing  collection  equipment,  investing  facilities,  and  tax  exemptions. 

Article  12.  (Products/Receptacles  Requiring  Deposit  for  Waste  Collection  and 
Disposal) 

The  products  requiring  a  deposit  to  the  waste  management  fund  for  waste  collection 
and  disposal  (hereinafter  referred  to  as  a  “deposit”),  pursuant  to  Article  33.1  of  the 
Law,  shall  be  as  follows.  However,  among  the  products  manufactured  or  imported  by 
manufacturers  or  importers  for  the  purpose  of  export  and  the  products  specified  in  the 
following  categories  1),  2),  5),  and  7),  the  products  that  do  not  correspond  with  the  size 
and  type  of  products  notified  by  the  Minister  of  Environment  on  deliberation  with  the 
related  National  Government  Agencies  shall  be  excluded. 

1)  Paper  packs  (limited  to  paper  packs  covered  with  aluminum  or  made  of  non- 
resolvable  synthetic  resins),  foods  and  drinks  using  glass  bottles  or  metal  cans  (the 
products  leaving  deposits  for  containers,  pursuant  to  Article  29  of  the  Food  Sanitation 
Law  and  Article  26  of  an  Enforcement  Ordinance  of  the  Liquor  Tax  Law,  are  excluded), 
and  cosmetics 

2)  Insecticides  and  butane  gas  products  using  glass  bottles,  metal  cans,  or 
synthetic  resins  and  toxic  products 

3)  Electric  cells  which  fall  into  one  of  the  following  categories: 

a.  Mercury  batteries 


b.  Oxidized  silver  batteries 
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c.  Lithium  batteries 

d.  Manganese  batteries  and  alkali-manganese  batteries  (limited  to  batteries 
containing  mercury) 

e.  Nickel/cadmium  batteries 

4)  Tires  (limited  to  tires  used  by  automobiles  pursuant  to  the  stipulations  of  the 
Munitions  Management  Law  and  Article  3  of  the  Automobile  Management  Law,  and 
tires  used  by  heavy  machinery  pursuant  to  Article  2  of  the  Heavy  Machinery 
Management  Law) 

5)  Lube  oil  (limited  to  lube  oil  used  by  automobiles  pursuant  to  the  stipulations 
of  the  Munitions  Management  Law  and  Article  3  of  the  Automobile  Management  Law, 
and  lube  oil  used  by  heavy  machinery  pursuant  to  Article  2  of  the  Heavy  Machinery 
Management  Law) 

6)  Electric  home  appliances  (limited  to  televisions  and  washers) 

7)  Synthetic  resins. 


Article  13.  (Submission  of  Bylaw  of  Corporation  by  a  Businessmen  Body) 

In  cases  where  a  body  of  businessmen  composed  of  manufacturers  and  importers 
intends  to  collect  and  dispose  of  waste,  pureuant  to  Article  33.1  of  the  Law,  the  body 
shall  submit  the  agreements,  bylaws  of  the  corporation,  or  union  constitutions, 
including  the  following  items,  to  the  Minister  of  Environment: 

1)  Cxoals  and  extent  of  undertakings  (includes  items  of  joint  collection  and 
disposal  of  waste) 

2)  A  plan  for  financing 

3)  A  plan  to  collect  and  dispose  of  waste 

4)  Other  items  specified  by  the  Minister  of  Environment. 
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ArticI*  14.  (Standante  for  Eatimating  Depoalt) 

The  standards  for  estimating  manufacturers’  and  importers’  deposit  to  the  waste 
management  fund,  pursuant  to  Article  33.2  of  the  Law,  are  given  in  Table  3  in  the 
Annex  to  this  Order. 


Article  15.  (Timing  and  Procedure  of  DepMit) 

1.  Pursuant  to  Article  33.2  of  the  Law,  manufacturers  and  importers  supposed 
to  deposit  shall  report  the  actual  delivery  record  or  the  actual  import  record  of  the 
previous  year  to  the  Minister  of  Environment  by  the  end  of  each  Febniary  according 
to  the  Prime  Minister  Order. 

2.  When  receiving  manufacturers’  reports,  pursuant  to  Article  15.1,  the  Minister 
of  Environment  shall  estimate  the  required  deposit  using  the  standards  of  deposit  in 
Table  3  in  consideration  of  the  amount  of  previous  year’s  production.  (If  the 
manufacturer  is  a  body  of  businessmen  pursuant  to  Article  13,  the  quantity  will  be  the 
difference  between  the  production  quantity  and  the  collection/disposal  quantity, 
pursuant  to  Article  16.3.3.)  The  Minister  of  Environment  shall  notify  the  manufacturer 
of  the  deposit  amount  by  every  March  31,  according  to  the  Prime  Minister  Order.  The 
deposit  shall  be  divided  and  paid  in  installments,  according  to  the  Prime  Minister 
Order. 

3.  The  deposits  for  importers  shall  be  estimated  based  on  the  standards  of  deposit 
in  Table  3  depending  on  the  amount  of  products  to  be  imported  during  the  correspond¬ 
ing  year.  (If  the  importer  is  a  body  of  businessmen  pursuant  to  Article  13,  the  amount 
of  products  corresponding  to  the  collection/disposal  volume  of  the  previous  year  that 
is  allocated  to  the  importer,  pursuant  to  Article  16.3.3,  shall  be  excluded.) 

4.  Importers  shall  pay  the  deposit  estimated  by  the  stipulation  of  Article  15.3, 
voluntarily  to  banks  dealing  in  foreign  exchange  where  the  importers  have  an  accoimt 
at  the  time  of  applying  for  import  approval  for  products.  In  these  cases,  the  importers 
may  pay  the  deposit  corresponding  to  the  amount  approved  in  the  application  to 
import  products,  once  for  each  application  up  to  the  total  amount  of  deposit  that  the 
importers  must  pay. 
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ArtJcIs  16.  (Standards  for  Estimating  the  Rafunded  Deposit) 

1.  Pursuant  to  Article  33.3  of  the  Law,  the  standards  for  estimating  the  deposit 
to  be  refunded  to  manufacturers  or  importers  shall  be  given  in  Table  3  in  the  Annex 
to  this  Order. 

2.  Pursuant  to  Article  33.3  of  the  Law,  the  amoimt  of  refunded  deposit  to 
manufacturers  or  importers  shall  be  the  sum  of  refunded  factors  specified  in  Table  3 
multiplied  by  waste  volume  collected  and  disposed  of  and  the  interest  for  a  period  of 
deposited  time  on  the  basis  of  the  Civil  Law. 

3.  Pursuant  to  Article  16.2,  the  volume  of  waste  shall  be  defined  by  the  following 
standards: 

1)  The  volume  of  waste  collected  and  disposed  of  shall  be  limited  to  waste 
collected  and  disposed  of  by  the  collection/disposal  methods  of  waste  specified  in 
Article  32.2  of  the  Law. 

2)  Where  manufacturers  or  importers  entrust  collection/disposal  of  waste,  the 
volume  of  waste  collected  and  disposed  of  by  trustees  shall  be  regarded  as  the  volume 
of  waste  collected  and  disposed  of  by  trusters. 

3)  Where  a  body  of  businessmen  collect/dispose  of  waste  in-house  or  by  trust, 
the  total  volume  of  waste  collected  and  disposed  of  by  trustees  or  the  body  shall  be 
regsu'ded  as  the  volume  of  waste  collected  and  disposed  of  by  manufacturers  or 
importers  who  are  members  of  the  body.  In  that  case,  distribution  and  estimation 
methods  of  the  waste  volume  for  each  manufacturer  or  importer  shall  be  based  on  the 
regulations  of  the  body  of  businessmen. 

4)  If  waste  collected  and  disposed  of  is  the  same  type  of  materials  as  those 
products  specified  in  Article  12,  the  waste  of  the  products  from  other  mantifacturers 
or  importers  shall  be  regarded  as  the  volume  of  waste  collected  and  disposed  of. 


Article  17.  (Deposit  Refund  Procedure) 

1.  A  manufacturer  or  importer  who  intends  to  receive  a  deposit  refiind  pursiumt  to 
Article  33.3  of  the  Law,  shall  submit  an  application  for  refund  with  documents  specified 
by  the  Prime  Minister  Order  to  the  Minister  of  Environment  by  the  end  of  February  of 
every  year.  However,  if  the  manufacturer  or  importer  intends  io  receive  a  quarterly 
refund,  he/she  shall  submit  those  documents  within  20  days  after  the  end  of  quarter. 
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2.  If  a  refund  ia  requested  from  the  Minister  of  Environment  pursuant  to  Article 
17.1,  the  Minister  of  Environment  shall  review  the  estimation  methods  for  refund  and 
shall  issue  a  written  notice  for  allowance  of  refund  to  an  applicant  within  1  month  as 
long  as  the  estimate  is  appropriate. 

3.  If  an  importer  ceases  to  import  a  part  of  or  all  products,  or  begins  to  export,  the 
Minister  of  Environment  shall  refund  the  corresponding  deposit  by  the  request  of  the 
importer,  pursuant  to  the  Prime  Minister  Order. 


Article  18.  (Inspection  of  AcHial  Product  Deliveries) 

1.  Pursuant  to  Article  43  of  the  Law,  the  Minister  of  Environment  officials  can 
inspect  and  confirm  manufacturers’  or  importors’  actual  product  deliveries  of  the 
previous  year,  in  the  following  cases. 

1)  When  a  manufacturer  does  not  report  the  actual  product  delivery  of  the 
previous  year,  pursuant  to  Article  15.1. 

2)  When  an  importer  does  not  pay  the  deposit  voluntarily,  pursuant  to  Article 

15.4. 


3)  When  a  body  of  businessmen  does  not  submit  a  statement  of  accounts, 
pursuant  to  Article  19. 

*)  When  the  Minister  of  Environment  recognizes  the  necessity  of  inspection 
and  confirmation,  as  if  the  paid  deposit  is  different  from  the  actual  deposit  supposed 
to  be  paid. 

2.  The  Minister  of  Environment  shall  notify  the  manufacturer/importer  of 
additional  deposit  or  balance  of  payment,  if  the  actual  product  delivery  records  confirm 
the  difference  after  inspection/confirmation  pursuant,  to  Article  18.1. 


ArticlR  19.  (Settling  Procedure  of  Oepoeit) 

1.  The  businessmen  body  shall  submit  a  statement  of  accounts  including  the 
following  items  to  the  Minister  of  Environment  by  the  end  of  February  every  year, 
pursuant  to  Article  33.4  of  the  Law: 


1)  The  actual  waste  collection/disposal  results  of  the  previous  year 
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2)  The  amovmt  of  paid  deposit  and  the  amount  of  exempted  deposit  classified 
by  manufacturers  or  importers 

3)  Collection/disposal  expenses  and  balance  of  deposit  supposed  to  be  paid  by 
manufacturers  or  importers,  pursuant  to  Article  19.2.1. 

2.  If  the  expenditure  for  collection/disposal  of  waste  that  is  not  collected/disposed 
of  by  a  businessmen  body  exceeds  the  paid  deposit  after  inspecting  a  statement  of 
accoimts  submitted,  pursuant  to  Article  19.1,  the  Minister  of  Environment  shall  notify 
manufacturers  or  importers  concerned  of  the  balance  payment.  In  that  case,  the 
stipulations  of  Article  15.2  shall  apply  to  the  time  and  procedure  of  payment,  but 
payment  by  installments  shall  not  be  accepted. 


Article  20.  (Establishing  Waste  Managennent  Fund) 

1.  People  who  intend  to  contribute  to  the  waste  management  fund  (hereinafter 
referred  to  as  the  ‘^nd”),  pursuant  to  Article  35.6  of  the  Law,  shall  be  defined  as 
corporations  or  individuals  who  intend  to  contribute  to  the  government  or  fund. 

2.  "Earnings  specified  in  the  Presidential  Decree”  in  the  Article  35.6  of  the  Law, 
shall  be  referred  to  as  income  from  the  sales  of  reQrcling  waste. 


Article  21.  (Use  of  Fund) 

"Other  uses  specified  in  the  Presidential  Decree”  in  Article  36.5  of  the  Law  shall  be 
defined  as  those  uses  that  fall  into  one  of  the  following  categories: 

1)  Establishment/operation/management  of  the  fund 

2)  Deposit  refund  for  post-management  and  post-management  of  landfill 

facilities 


3)  Training,  research,  and  publicify  for  reduction,  recycling,  and  appropriate 
disposal  of  waste 

4)  Collection  and  disposal  of  recyclable  waste 

5)  Other  uses  that  the  Minister  of  Environment  recognizes  as  necessary  for 
disposal  of  waste  and  acceleration  of  waste  recycling. 
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Articis  22.  (Fiscal  Year  and  Oparatlon  of  Fund) 

1.  The  fiscal  year  of  the  fund  shall  follow  that  of  the  government. 

2.  If  there  are  profits  after  settlement  of  accounts  in  any  fiscal  year,  the  Minister 
of  Environment  shall  apply  the  profits  to  the  balance  of  losses  brought  forward,  and 
reserve  the  rest  for  the  fund. 

3.  The  Minister  of  Environment  shall  open  accounts  for  the  fund  with  the  Bank 
of  Korea,  to  help  balance  the  fund’s  income  and  expenditures. 

4.  The  Minister  of  Environment  may  operate  the  fund  by  the  following  methods, 
if  there  are  margins  of  fund: 

1)  Depositing  with  banking  facilities 

2)  Purchasing  stocks  and  bonds  that  are  guaranteed  by  a  government,  local 
government,  or  banking  facility. 


Article  23.  (Accounting  Agency) 

1.  The  Minister  of  Environment  shall  appoint  an  accounting  director  and  an 
accounting  official  of  the  waste  management  fimd  from  in-house  officials,  to  approve 
income  and  expenditures. 

2.  Where  the  Minister  of  Environment  entrusts  the  Korean  Resources  Recycling 
Corporation  to  operate  and  manage  the  fund,  pursuant  to  Article  37.2  of  the  Law,  a 
director  of  the  corporation  shall  be  appointed  to  the  directorship  in  charge  of  accounts 
and  a  member  of  the  staff  of  the  corporation  shall  be  appointed  to  the  accounting  staff 
of  the  waste  management  fund.  In  that  case,  the  director  in  charge  of  accounts  shall 
fulfill  the  accounting  director’s  duties  and  the  accounting  staff  shall  discharge  duties 
of  the  accounting  official  of  the  waste  management  fimd. 
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4.  Guidance  and  Supervision  of  Waste 
Disposai  Contractor 

Article  24.  (Waste  Disposal  Facility  Requirement  To  Appoint  a  Technical  Manager) 

The  following  waste  disposal  facilities  are  required  to  appoint  a  technical  manager  in 
charge  of  technical  aspects  of  the  operation  and  maintenance  of  the  waste  disposal 
facilities,  pursuant  to  Article  39.1  of  the  Law: 

1)  In  case  of  domestic  waste  disposal  facilities 

a.  Any  landfill  with  a  landfill  area  of  10,000  m’  or  more,  or  a  landfill  capacity 
of  30,000  m’  or  more 

b.  Any  incineration  facility  with  an  incineration  capacity  of 600  kg/hr  or  more 

c.  Any  facility  specified  in  Article  3.3  with  a  capacity  of  500  tons/day  or  more 

d.  Any  facility  specified  in  Article  3.4  and  3.5  with  a  capacity  of  600  kg/hr  or 

more. 


2)  In  case  of  special  waste  disposal  facilities 

a.  Any  facility  with  a  capacity  of  600  kg/hr  or  more 

b.  Any  special  waste  landfill  with  an  area  of  3,300  m’  or  more;  however,  for 
isolation  type  landfills  pursuant  to  Article  4.2.a,  any  facility  with  a  landfill  area  of  330 
m’  or  more,  or  a  landfill  capacity  of  1,000  m’  or  more  is  required  to  appoint  a  technical 
manager. 


I 
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ArticI*  25.  (A  Proxy  for  Tachnicai  Management) 

To  be  technically  qualified  to  make  consignment  contracts  for  the  technical  manage¬ 
ment  (operation  and  maintenance)  of  waste  disposal  facilities,  pursuant  to  Article  39.1 
of  the  Law,  one  must  be: 

1)  The  Environmental  Management  Corporation 

2)  Anyone  who  is  accredited  and  declared  by  the  Minister  of  Environment  as 
having  a  capability  to  execute  technical  management. 


Article  26.  (Personnel  Requiring  Waste  Disposal  Training) 

Personnel  requiring  training,  pursuant  to  Article  40.1  of  the  Law,  are: 

1)  Builders  of  domestic  or  special  waste  disposal  facilities  specified  in  Article  2 
of  the  Law,  or  technical  personnel  hired  by  the  builders 

2)  Any  technical  personnel  hired  by  a  generator  of  a  large  volume  of  domestic 
waste  as  prescribed  in  Article  14.1  of  the  Law 

3)  Anyone  who  has  obtained  a  permit  for  a  domestic  waste  disposal  business, 
pursuant  to  Article  17.2  of  the  Law,  or  technical  personnel  hired  by  him 

4)  Anyone  who  has  designed  and  constructed  domestic  waste  dis^'^:?!  facilities 
specified  in  Article  21  of  the  Law,  or  technical  personnel  hired  by  the  design¬ 
ers/builders 

5)  Special  waste  generators  specified  in  Article  24.1  of  the  Law,  or  technical 
personnel  hired  by  the  generators 

6)  Any  technical  personnel  hired  by  a  person  who  has  constructed  and  manages 
a  public  special  waste  disposal  facility,  pursuant  to  Article  25.2  of  the  Law 

7)  Anyone  who  has  obtained  a  permit  for  a  special  waste  disposal  business 
specified  in  Article  26.2  of  the  Law,  or  technical  personnel  hired  by  him 

8)  Anyone  who  disposes  of  domestic  or  special  waste  for  the  purpose  of  recycling 
as  specified  in  Article  31.1  of  the  Law,  or  technical  personnel  hired  by  him 
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9)  Any  technical  manager  or  any  builder  who  takes  technical  charge  of  the  waste 
disposal  facility  for  himself,  pursuant  to  Article  39  of  the  Law. 


5.  Supplementary  Provisions 


Article  27.  (Objects  of  Post-Management) 

The  following  landfills  may  be  required  to  take  measures  for  post-management, 
pursuant  to  Article  47.2  of  the  Law: 

1)  A  domestic  waste  landfill  with  an  area  of  10,000  m*  or  more 

2)  A  special  waste  landfill.  (Stabilization  type  landfills,  as  specified  in  Article 
4.2.d,  shall  be  excluded.) 


Article  28.  (A  Proxy  for  Post-Management) 

To  be  qualified  to  make  consignment  contracts  for  post-management  of  waste  disposal 
facilities,  pursuant  to  Article  47.3  of  the  Law,  one  must  be: 

1)  The  Environmental  Management  Corporation 

2)  Anyone  who  is  accredited  and  declared  by  the  Minister  of  Environment  as 
having  a  capability  to  execute  post-management. 


Article  29.  (Reserving  Expenses  for  Post-Management) 

1.  The  Minister  of  Environment  shall  notify  a  facility  targeted  for  payment  of 
expenses  reserved  for  post-management  (hereinafter  referred  to  as  “post-management 
deposit”)  to  ensure  execution  of  post-management,  pursuant  to  Article  48  of  the  Law. 
The  builder  of  a  facility  that  landfills  waste  targeted  for  post-management  as  specified 
in  Article  48.1  of  the  Law  shall  be  notified  of  the  recognized  possibilities  of  danger 
against  human  health,  property,  or  surrounding  environment  due  to  the  leakage  of 
leachate,  after  deliberation  by  the  committee  of  waste  management  pursuant  to  Article 
40. 
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2.  If  builders  of  facilities  targeted  for  payment  of  post-management  deposit  are 
notified,  as  stipulated  in  Article  29.1,  they  shall  submit  a  list  of  detailed  expenses 
required  for  post-management  (hereinafter  referred  to  as  “expense  details”)  to  the 
Minister  of  Environment  within  1  month  after  receipt  of  notification  based  on  the 
reckoning  standards  for  post-management  deposit,  pursuant  to  Article  33,  as 
stipulated  in  the  Prime  Minister  Order. 

3.  If  the  Minister  of  Environment  receives  the  reported  expense  details  pursuant 
to  Article  29.2,  the  Minister  of  Environment  shall  determine  expenses  for  post¬ 
management  through  deliberation  of  the  waste  management  committee  within  1 
month  after  receipt  of  the  report,  and  notify  the  builder  of  the  facility  of  the  payment 
of  the  post-management  deposit  corresponding  to  the  determined  expenses.  (If  anyone 
has  reserved  a  post-management  deposit  in  advance,  pursuant  to  Article  36,  the 
reserved  deposit  and  interest  corresponding  to  the  1-year  maturity  of  a  fixed  deposit 
for  each  year  diuing  the  reserved  period  shall  be  deducted  from  the  post-management 
deposit.) 


Article  30.  (Exemption  of  Expenditure  for  Post-Management) 

1.  Pursuant  to  the  stipulations  of  Article  48.1  in  the  Law,  the  deposit  of 
expenditure  for  post-management  can  be  exempted  if  it  falls  \mder  a  category  of 
Article  30.3.1. 

2.  Pursuant  to  the  stipulations  of  Article  48.1  in  the  Law,  the  deposit  of  the  whole 
or  partial  expenditure  for  post-management  can  be  replaced  if  it  falls  under  one  of  the 
following  categories: 

1)  Where  it  carries  insurance  that  ensures  the  post-management 

2)  Where  the  post-management  deposit  is  reserved  in  advance,  pursuant  to 
Article  49  of  the  Law 

3)  Where  it  falls  under  a  category  of  Article  29.3.2. 

3.  “Other  cases  specified  in  the  Presidential  Decree”  in  Article  48.1.3  of  the  Law 
shall  be  defined  as  follows: 

1)  Where  the  national  government  or  local  government  constructs  the  waste 
landfill  facility 
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2)  Where  a  security  corresix>nding  to  the  whole  or  partial  expenditure  of  poet- 
management  is  offered. 


Article  31.  (Submission  of  an  Insurance  Policy  Ensuring  Execution  of  Pest- 
Management) 

Anyone  under  a  category  1  in  Article  30.2  who  intends  to  replace  a  deposit  of  expendi¬ 
ture  for  post-management  shall  submit  an  insurance  policy  ensuring  a  whole  or  partial 
execution  of  post-management  deposit  of  which  payment  is  notified  by  the  stipulations 
of  Article  29.3,  to  the  Minister  of  Environment  within  1  month  after  the  day  of  a  notice 
for  payment. 


Article  32.  (Offering  a  Security) 

1.  Anyone  under  a  category  3  in  Article  30.2  who  intends  to  replace  a  deposit  of 
expenditure  for  post-management  shall  submit  a  security  estimated  as  having  an 
appraised  value  of  a  publicly  announced  and  estimated  land  value  (hereinaft;er 
referred  to  as  “an  appraisal”),  that  ensures  a  whole  or  partial  execution  of  post¬ 
management  deposit  notified  by  the  stipulations  of  Article  29.3,  to  the  Minister  of 
Environment  within  1  month  after  the  day  of  a  notice  for  payment. 

2.  When  a  person  who  has  offered  a  security  does  not  execute  post-management 
of  a  landfill  facility,  the  Minister  of  Environment  may  sell  the  security  for  post¬ 
management  expenses  of  the  landfill  facility.  In  that  case,  if  there  is  a  balance 
remaining  from  the  post-management  expenses,  it  shall  be  returned  to  the  person  who 
offered  the  security. 


Article  33.  (Standards  for  Estimating  Post-Management  Deposit) 

1.  The  reckoning  standards  for  post-management  deposit,  pursuant  to  Article 
48.2  of  the  Law,  are  as  follows: 

1)  The  post-management  deposit  shall  be  calculated  by  summing  the  total 
expenses  of  each  following  category  that  requires  expenses  for  post-management 
action,  and  is  necessary  to  meet  the  stipulations  of  Article  47.2  of  the  Law,  during  a 
post-management  period.  However,  an  isolated  landfill  facility  specified  in  Article 
4.2.a  shall  exclude  the  expenses  of  categories  a,  b,  and  c. 
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a.  Expenses  for  operation,  maintenance,  and  management  of  the  leachate 
disposal  facility 

b.  Expenses  for  disposal  of  gas  discharged  from  the  landfill  facility 

c.  Expenses  for  maintenance/mauagement  of  wells,  examining  underground 
water,  and  pollution  inspection  of  underground  water 

d.  Expenses  for  preventing  banks  of  landfill  facilities  from  washing  out 

e.  Expenses  for  examining  environmental  pollution  levels  surroimding  landfill 

facilities 


f.  Expenses  for  redisposal  or  restoration  of  waste  landfilled  (which  is  limited 
to  30/100  of  the  total  of  categories  a  through  e). 

2)  Expenditure  for  post-management,  that  is  a  basis  for  estimating  the  post¬ 
management  deposit,  shall  be  based  on  types  and  volume  of  waste  landfilled  by 
classifications  of  landfill  facilities,  forms  and  locational  factors  of  landfill  facilities, 
volvime  and  density  of  leachate,  and  disposal  methods  of  leachate. 

2.  The  Minister  of  Environment  shall  specify  and  declare  the  estimating 
standards  and  methods  for  detailed  expenditure  of  post-management  deposit, 
pursuant  to  Article  33.1,  and  other  necessary  items. 


Articia  34.  (Standards  for  Refunding  Post4llanagement  Deposit) 

Pursuant  to  the  stipulations  of  Article  48.4  in  the  Law,  standards  for  annual  refunding 
of  post-management  deposits  are  as  follows: 

1)  An  amount  of  post-management  deposit  reserved  during  the  year  plus  its 
interests  calculated  by  the  Civil  Law,  in  case  of  executing  the  whole  post-management. 

2)  An  amount  determined  by  multiplying  the  post-management  deposit  reserved 
during  the  year  by  the  rate  of  post-management  decided  by  the  Minister  of  Environ¬ 
ment  through  deliberation  of  the  waste  management  committee,  plus  its  interests 
calculated  by  the  Civil  Law,  in  case  of  executing  a  part  of  post-management. 
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Article  35.  (Refund  Procedure  of  Poet*Manegeinent  Deposit) 

1.  Anyone  who  intends  to  receive  a  refund  of  post-management  deposit,  pursuant 
to  Article  48.4  of  the  Law,  shall  annually  submit  an  application  for  the  return  of  post¬ 
management  deposit  accompanied  by  documents  specified  in  the  Prime  Minister  Order 
to  the  Minister  of  Environment. 

2.  The  Minister  of  Environment  shall  decide  on  the  amoimt  of  post-management 
deposit  to  be  returned  by  the  standards  of  Article  34  and  issue  a  written  decision  on 
payment  of  post-management  deposit  to  be  refunded  to  the  applicant,  when  refund  is 
requested,  pursuant  to  Article  35.1. 


Article  36.  (Advanced  Reserve  for  Post-Management  Deposit) 

1.  Pursuant  to  Article  49.1  of  the  1  ^w,  the  facilities  that  landfill  waste  targeted 
for  advance  reserving  of  post-management  deposit  are: 

1)  Any  domestic  waste  landfill  with  an  area  of  50,000  m*  or  more 

2)  Any  special  waste  landfill  with  an  area  of  10,000  m’  or  a  landfill  capacity 
of  30,000  m\  (Stabilization  type  landfills  as  specified  in  Article  4.2.d,  shall  be 
excluded). 

2.  A  builder  of  a  landfill,  pursuant  to  Article  36,  shall  submit  a  deposit  plan  in 
advance  to  reserve  post-management,  to  the  Minister  of  Environment  within  1  month 
after  the  business-opening  day  of  the  facility  as  specified  in  the  Prime  Minister  Order. 

3.  If  the  Minister  of  Environment  receives  a  deposit  plan  in  advance  pursuant  to 
Article  36.2,  the  Minister  of  Environment  shall  annually  note  the  deposit  as  an 
advanced  reservation,  according  to  the  plan  received.  However,  the  first  deposit 
notification  shall  be  issued  within  1  month  after  1  year  of  business. 


Article  37.  (Refund  Balance  of  tfie  Advanced  Deposit) 

1.  Pursuant  to  Article  49.2  of  the  Law,  the  Minister  of  Environment  shall  refund 
the  balance  to  the  builder,  if  an  advance  deposit  reserved  by  a  builder  who  constructs 
a  landfill  pursuant  to  Article  36.1  exceeds  the  post-management  deposit  pursuant  to 
Article  29. 
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Article  38.  (Restriction  of  Lend  Usee) 

1.  The  restriction  period  for  land  uses,  pursuant  to  Article  50.1  of  the  Law,  shall 
be  within  20  years  after  a  closedown  of  business  or  uses  of  the  waste  landfill. 

2.  Anyone  who  has  the  right  of  ownership  or  other  rights  pertaining  to  the  land 
of  a  closed  landfill  shall  submit  a  land  use  plan  to  the  Minister  of  Environment 
accompanied  by  documents  as  specified  in  the  Prime  Minister  Order. 

3.  If  the  Minister  of  Environment  receives  a  land  use  plan  pursuant  to  Article 

38.2,  the  Minister  of  Environment  shall  e  land  uses  and  restriction  period 

of  land  uses  after  deliberation  of  the  waste  management  conunittee  and  notify  the 
person  who  has  the  ri^t  of  ownership  or  other  rights  pertaining  to  the  land  specified 
in  the  Article  38.2,  pursuant  to  the  Prime  Minister  Order. 


Article  39.  (Waste  Oiepoeal  Facilitiee  Targeted  for  a  Government  Subsidy) 

*A  special  waste  disposal  facility  specified  in  the  Presidential  Decree”  in  Article  52.2 
of  the  Law  shall  be  defined  as  a  special  waste  disposal  facility  as  specified  in  Article 

4. 

Article  40.  (Waste  Management  Committee) 

1.  The  waste  management  committee  (hereinafter  referred  to  as  “committee”) 
shall  be  formed  under  the  control  of  the  Minister  of  Environment  to  provide  advice  and 
suggestions  as  requested,  which  is  technically  important  to  enforce  the  waste 
management  regulations  pursuant  to  the  Law  and  this  Order.  However,  a  sectional 
committee  for  waste  disposal  shall  execute  functions  for  the  waste  management 
committee,  pursuant  to  Article  19  of  the  President  Decree,  to  implement  the 
Environmental  Policy  Organic  Law. 

2.  The  committee  shall  deliberate  on  matters  pertaining  to  the  following 
categories: 

1)  Changes  of  products  targeted  for  deposit  expenditure  for  waste  collec- 
tion/disposal,  pursuant  to  Article  12,  and  changes  of  the  standards  for  calculating  the 
deposit,  pursuant  to  the  stipulations  of  Article  14 
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2)  Notification  of  waste  collection  and  appropriate  disposal  methods,  pnrsxiant 
to  Article  32 

3)  Devising  a  plan  for  waste  management  fund  operation,  pursuant  to  Article 
37  of  the  Law 

4)  Deciding  on  facilities  targeted  for  post-management  deposit  and  calculating 
post-management  expenditure  by  the  waste  landfill,  pursuant  to  Article  29 

5)  Standards  for  calculating  expenses  spent  for  post-management  of  waste 
landfills,  pursuant  to  Article  33 

6)  Deciding  on  the  rate  of  post-management  for  waste  landfills,  pursuant  to 
Article  34 

7)  Deciding  on  the  restriction  period  for  land  uses  of  the  waste  landfill 
facilities  closed,  pursuant  to  Article  38. 

3.  Allowances/traveling  expenses  or  other  actual  expenses  necessary  for  executing 
duties  specified  in  Article  40.2  by  members  of  the  committee  may  be  paid  from  the 
fund. 


Article  41.  (Delegation  of  Authority) 

1.  Pursuant  to  Article  58.1  of  the  Law,  the  Minister  of  Environment  shall 
delegate  authority  to  the  Mayors/Govemors  of  construction/modification  approval, 
acceptance  of  a  report  for  use,  and  orders  of  improvement/suspension  of  use/closedown 
of  the  following  facilities  among  domestic  waste  disposal  facilities  under  Article 
20.2/3/5/6  of  the  Uw. 

1)  A  domestic  waste  landfill  facility  with  an  area  of  30,000  m’  or  less; 
however,  a  domestic  waste  disposal  facility  covering  a  large  area,  pursuant  to  Article 
5.1  of  the  Law,  that  is  constructed  for  two  or  more  cities/provinces  or  two  or  more 
cities/counties/wards  of  the  cities/provinces  shall  be  excluded. 

2)  A  domestic  waste  incineration  facility  with  an  incineration  capacity  of  600 
kg/hr  or  less 

3)  A  domestic  waste  disposal  facility,  specified  in  Article  3.3,  with  a  disposal 
capacity  of  500  tons/day  or  less 
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4)  A  domestic  waste  disposal  facility,  specified  in  Article  3.4  or  3.5,  with  a 
disposal  capacity  of  600  kg/hr  or  less. 

2.  Pursuant  to  Article  58.1  of  the  Law,  the  Minister  of  Environment  shall 
delegate  authority  of  the  following  items  to  the  Regional  Administrator  of  Environmen¬ 
tal  Administration: 

1)  Construction/modification  approval,  acceptance  of  a  report  for  use,  and 
orders  of  improvement/suspension  of  use/closedown  of  the  facilities  excluding  facilities 
defined  in  Article  41.2,  among  domestic  waste  disposal  facilities  specified  in  Article 
20.2  of  the  Law.  (A  domestic  waste  disposal  facility  covering  a  large  area,  pursuant 
to  Article  5.1  of  the  Law,  that  is  constructed  for  two  or  more  cities/provinces  or  two  or 
more  cities/counties/wards  of  the  cities/provinces  shall  be  excluded.) 

2)  Approval  for  design/construction  of  domestic  WEiste  disposal  facilities, 
pursuant  to  Article  21.1  of  the  Law 

3)  Designation  of  a  construction  supervisor  to  supervise  design/construction 
done  by  a  designer/builder,  pursuant  to  Article  21.2  of  the  Law 

4)  Registration  or  registration  of  modification  for  design/construction  business 
of  domestic  waste  disposal  facilities,  pursuant  to  Article  21.3 

5)  Cancellation  of  registration  or  suspension  of  business  orders,  pursuant  to 
Article  22.1  of  the  Law 

6)  Designation  of  a  construction  supervisor  to  supervise  continuing  work  of 
construction  done  by  a  designer/builder,  pursuant  to  Article  23.1 

7)  Orders  that  require  actions  toward  a  special  waste  disposal  contractor, 
pursuant  to  Article  25.2  of  the  Law 

8)  Approval  or  approval  of  modification  for  special  waste  disposal  business, 
pursuant  to  Article  26  of  the  Law 

9}  Acceptance  of  reports  for  transporting  and  disposing  of  special  waste, 
pursuant  to  Article  27  of  the  Law 

10)  Approval  of  construction/modification,  acceptance  of  reports  for  use,  and 
orders  of  improvement/suspension  of  use/closedown  of  special  waste  disposal  facilities 
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(the  public  disposal  facility,  specified  in  Article  25.2  of  the  Law,  shall  be  excluded), 
pumuant  to  Article  28.2/3/5/6  of  the  Law 

11)  Acceptance  of  reports  for  recycling  special  waste,  pursuant  to  31.1  of  the 

Law 


12)  Orders  for  report  and  inspection,  pursuant  to  Article  43  of  the  Law 

13)  Orders  that  require  actions  or  hearings  for  exclusion  and  prevention  of 
danger,  pursuant  to  Article  45  of  the  Law 

14)  Execution  by  proxy  or  levy  of  the  expenditure,  pursuant  to  Article  46  of 

the  Law 


15)  Acceptance  of  reports  for  close  of  business  or  closedown  of  special  waste 
disposal  facilities,  specified  in  Article  49  of  the  Law;  orders  for  post-management 
measures  and  improvements;  and  designation  of  a  proxy  for  execution 

16)  Hearings,  pursuant  to  Article  57  of  the  Law 

17)  Levy  and  collection  of  fines,  pursuant  to  the  stipulations  of  Article  63  in 

the  Law. 


Article  42.  (Imposition  of  Fines) 

1.  If  the  Minister  of  Environment,  Mayors/Govemors,  or  Mayors/Heads  of  County 
or  Ward  (hereinafter  referred  to  as  "imposition  authorities”)  impose  a  fine,  pursuant 
to  the  stipulations  of  Article  63.2  of  the  Law,  imposition  authorities  must  inspect  and 
confirm  the  violations  and  notify  the  violator  of  payment  of  a  fine  with  a  written 
specification  of  violations  and  a  process  and  period  of  protest. 

2.  When  imposition  authorities  intend  to  impose  a  fine,  they  shall  give  a  violator 
no  fewer  than  10  days  to  file  a  rebuttal  on  the  imposition  by  a  verbal  or  written 
statement.  If  no  rebuttal  is  filed  by  the  given  date,  submission  to  the  fine  will  be 
assumed. 

3.  Imposition  authorities  shall  make  allowances  for  the  cause  and  the  conse¬ 
quences  of  the  violation  in  determining  the  amount  of  the  fine. 

4.  The  fine  collection  process  shall  be  specified  in  . ' 


^me  Minister’s  Order. 
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Addenda  to  the  Presidential  Decree 


Articie  1.  (Enforcement  Date) 

This  Decree  shall  be  effective  from  the  date  of  promulgation  of  this  Decree. 


Article  2.  (Applicetion  Example  of  the  Deposit  for  Waste  Collection/Dieposal 
Expeneee) 

Stipulations  for  deposit  of  waste  collection/disposal  expenses  toward  the  products, 
pursuant  to  Article  12,  shall  be  applied  from  1  January  1992.  However,  the 
stipulations  for  deposit  of  waste  collection/disposal  expenses  of  synthetic  resins, 
pursuant  to  Article  12.7,  shall  be  applied  from  the  date  when  the  stipulations  for 
imposing  expenditure  toward  waste  synthetic  resins  in  the  Waste  Synthetic  Resins 
Treatment  Service  Law  do  not  apply  due  to  the  revision  or  abrogation  of  the  Law. 


Article  3.  (Interim  Measures  on  Authoiixatlon) 

In  the  authorities  entrusted  to  the  Mayors/Govemors  or  i^gional  Administrators  of 
Environmental  Administration,  pursuant  to  Article  41,  Uie  construction  approval 
authority  for  a  domestic  waste  disposal  facility  that  has  been  i  v>  .dved  in  advance  to 
the  enforcement  of  this  Decree  shall  be  executed  by  the  person  who  has  approved  by 
the  previous  stipulations,  in  spite  of  the  stipulations  of  Article  41. 


Article  4.  (Amendment  of  Other  Statute) 

1.  In  the  Presidential  Decree  for  the  Environmental  Management  Corporation 
Law,  “refuse  landfills”  in  Article  8.2  shall  be  amended  to  "domestic  waste  disposal 
facilities,”  and  “industrial  waste  disposal  facilities  pursuant  to  Article  23.3  of  the 
Waste  Management  Law”  in  Article  8.3  shall  be  amended  to  “special  waste  disposal 
facilities  pursuant  to  Article  25.2  of  the  Waste  Management  Law.” 
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2.  In  the  Presidential  Decree  for  the  Water  Environmental  Preservation  Law, 
'industrial  waste  shall  be  ,  Article  23.2  of  the  Waste  Management  Law”  in  Article 
23.1  shall  be  amended  to  “special  waste  shall  be  ...  ,  Article  25.4  of  the  Waste 
Management  Law”,  and  “industrial  waste  or  refuse”  and  “Article  7  of  the  Waste 
Management  Law”  in  Article  23.3  shall  be  amended  to  “domestic  waste  or  special 
waste”  and  “Article  13.3  or  25.4  of  the  Waste  Management  Law.”  Also,  Article  23.2 
shall  be  amended  as  follows: 

1)  Domestic  waste  shall  be  disposed  appropriately  to  the  standards  and 
methods  for  collection/transportation/disposal  of  domestic  waste,  pursuant  to  the 
stipulations  of  Article  13.3  in  the  Waste  Management  Law. 

3.  In  the  Presidential  Decree  for  the  Special  Measure  Law  of  Agriculture  and 
Fisheries  Development,  “industrial  waste  disposal  facilities  pursuant  to  Article  2.8  of 
the  Waste  Management  Law”  in  Article  51.1.3  shall  be  amended  to  “special  waste 
disposal  facilities  pursuant  to  Article  2.7  of  the  Waste  Management  Law,”  and 
“industrial  waste”  and  “industrial  waste  disposal  facilities”  of  a  proviso  in  the  article 
shall  be  amended  to  “special  waste”  and  “special  waste  disposal  facilities.” 

Article  5.  (Relation  with  Other  Statute) 

At  the  time  of  implementation  of  this  Order,  any  Law  or  Ordinance  that  quotes 
the  stipulations  of  the  previous  Presidential  Decree  for  the  Waste  Management  Law, 
if  there  is  equivalent  stipulations  in  this  Order,  shall  be  regarded  as  quoting  from  this 
Order  or  its  provisions. 


74 


USACERL  8R  EP-«44)3 


Annex  to  the  Presidential  Decree 

TaMel.  Types  of  special  Kraals  (leMad  to  Article  2). 

1 .  Waste  add  (limited  to  waste  add  writh  pH  values  of  2.0  or  less) 

2.  Waste  alkali  (limited  to  waste  alkali  Kvith  pH  values  of  12.5  or  more) 

3.  Waste  dl  (limited  to  waste  oil  with  5  percent  or  more  of  oil,  and  exduding  waste  containing  PCB) 

4.  Waste  organic  solvents 

a.  Halogen  family  (limitad  to  substances  specified  by  the  Prime  Minister  Order  and  generated  from 
business  activities  using  substances  containing  halogens) 

b.  Non-halogen  family  (limited  to  substances  specified  by  the  Prime  Minister  Order  and  generated 
from  business  activities  using  substances  containing  halogens) 

5.  Waste  synthetic  high  polymers 

a.  Waste  synthetic  resins 

b.  Waste  synthetic  fibers 

c.  Waste  synthetic  rubber 

d.  Waste  synthetic  leather 

e.  Waste  paint  and  waste  lacquer 

f.  Other  waste  synthetic  high  polymers. 

6.  Waste  asbestos  (limited  to  the  waste  asbestos  generated  during  produdng/processing  asbestos  or 
removing  buildings/structures) 

7.  Slag  (limited  to  the  slag  containing  substances  spedfied  by  the  Prime  Minister  Order) 

8.  Slag-Dust  (limited  to  slag-dust  containing  substances  spedfied  by  the  Prime  Minister  Order) 

9.  Waste  molding  sand  and  waste  sandblast  (limited  to  tfie  waste  molding  sand  and  waste  sandblast  that 
contain  substances  spedfied  by  the  Prime  Minister  Order) 

10.  Waste  fire  resistant  materials  and  pieces  of  pottery  before  secondary  bake  (limited  to  the  waste 
resistant  materials  and  pieces  of  pottery  that  contain  substances  spedfied  by  the  Prime  Minister  Order) 

1 1 .  Indneration  residues  (limited  to  the  indneration  ashes  that  contain  substances  spedfied  by  the  Prime 
Minister  Order) 
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12.  Matariai  diapoaad  by  solidification  or  stabilization  (limited  to  material  that  contains  substances 
spedfied  by  the  Prime  Minister  Order) 

13.  Waste  catalyzers  (limited  to  the  waste  catalyzers  that  contain  substances  specified  by  the  Prime 
Minister  Order) 

14.  Waste  adsorbent  and  waste  absorbent  (limited  to  the  material  that  contains  substances  specified  by 
the  Prime  Minister  Order) 

15.  Waste  agricultural  chemicals  (limited  to  agricultural  chemicals  generated  during  manufacturing  and 
sailing) 

16.  Waste  containing  polychlorinatedbiphenyl  (PCB) 

a.  Liquid  waste  (limited  to  PCB  content  with  50  mg/L  or  more) 

b.  Nonliquid  waste  (limited  to  PCB  content  with  50  mg/L  or  more  in  the  extraction  liquid) 

17.  Sludge  (limited  to  water  content  with  less  than  95  percent  or  solid  material  content  with  5  percent  or 
more) 


a.  Sludge  from  wastewater  treatment  plants  (limited  to  sludge  discharged  from  the  water  pollution 
protection  facility  in  a  business  that  has  obtained  a  construction  permit  for  a  facility  discharging 
wastewater  and  discharged  from  the  complex  industrial  wastewater  final  disposal  facility,  pursuant  to 
Article  10.1  and  25  of  the  Water  Environmental  Preservation  Law.  Klowever,  sludge  from  filtration  plants 
shall  be  excluded.) 

b.  Manufacturing  process  sludge  (limited  to  sludge  discharged  during  an  industrial  manufacturing 
process) 


c.  Designated  sludge  (limited  to  sludge  containing  s(4>stances  specified  by  the  Prime  Minister  Order 
and  discharged  from  a  business  designated  and  notified  by  the  Minister  of  Environment) 

18.  Waste  plaster 

19.  Waste  lime 

20.  Animal  carcasses 

a.  Processed  leather  residues  (limited  to  leather  or  fur  generated  during  manufacturing  and 
processing) 

b.  Processed  meat  residues  (fur  and  contents  in  the  internal  organs  generated  during  butchering 
livestock,  and  livestock's  excrement  shall  be  excluded) 

c.  Processes  marine  residues  (homy  substance,  such  as  shells,  shall  be  excluded) 
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21 .  Other  materials  designated/notified  by  the  Minister  of  Environment  as  harmful  to  the  environment  or 
to  public  health. 


Table  2.  Collectkm/lranapoftatlorWdtapoeal  ataDdarda  ol  domeetlc  waste  for  a  targe  volume  generator 
(ralatod  to  Article  7). 

1.  Coltection/transportation  standards 

a.  A  large  volume  generator  shall  collect  and  transport  by  himself  or  entrust  collection  and 
transportation  of  domestic  waste,  designated  by  the  Mayors/County  and  Ward  heads  or  pursuant  to  Article 
1 7.2  of  the  Law. 

b.  Transportation  equipment  shall  be  airtight  to  avoid  generation  of  offensive  odors,  spread  of 
refuse,  or  discharge  of  leachate. 

c.  Vehicles  that  have  airtight  cargoes  shall  be  used  for  long  distance  transportation  through  other 
cities,  counties,  or  wards. 

d.  Vehicles  returning  after  discharging  domestic  waste  into  landfill  areas  shall  avoid  blowing  dust 
or  spreading  refuse. 

e.  Transportation  vehicles  shall  always  be  kept  dean. 

f.  Mixing  different  types  of  domestic  waste  generated  from  different  businesses  shall  be  avoided 
except  where  specially  necessary  for  efficient  transportation. 

g.  The  detailed  standards  for  a)  through  f)  shall  be  specified  in  the  Prime  Minister  Order. 

2.  Disposal  standards 

a.  Domestic  waste  generated  by  a  large  volume  generator  shall  be  disposed  of  in  the  domestic 
waste  disposal  facility  constructed  by  that  waste  generator  or  in  common  with  other  generators,  or  in  the 
other  domestic  waste  disposal  facilities. 

b.  Landfill  standards  and  methods 

(1 )  The  domestic  waste  shall  be  landfilled  only  in  places  posted  as  'Landfill  Area  for  Domestic 
Waste.'  However,  when  landfilling  one  kind  of  domestic  waste  or  two  or  more  kinds  of  domestic  waste 
that  do  not  require  measures  tor  water  pollution  protection,  they  shall  be  recorded  on  the  landfill  area  sign 
and  the  domestic  waste  shall  be  landfilled. 

(2)  Where  there  is  possibility  of  water  pollution  due  to  leachate  generated  from  the  landfill  area, 
a  leachate  disposal  facility  shall  be  constructed,  and  the  generated  leachate  shall  be  treated  to  meet  the 
generating  permit  standards  pursuant  to  Article  8  of  the  “Water  Environmental  Presen/ation  Act.' 
However,  if  the  water  pollution  protection  measures  are  recognized  as  useless  because  the  Lndfilled 
domestic  waste  has  no  possibility  of  causing  water  pollution,  other  water  pollution  protection  actions  may 
not  be  taken. 
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(3)  Where  domestic  waste  is  inappropriate  for  direct  landfilling  into  the  landfill  area,  the  landfill 
shall  be  pre-treated,  pursuant  to  the  standards  and  methocte  notified  by  the  Minister  of  Environment. 

c.  Incineration  standards  and  methods 

(1 )  Domestic  waste  shall  be  ino;)erated  in  incineration  facilities  that  are  approved  by  the 
Minister  of  Environment. 

(2)  In  case  of  incineration  in  the  incineration  facility,  the  generating  permit  standards  pursuant 
to  Article  8  of  the  Air  Environmental  Preservation  Law  shall  be  observed. 

(3)  Offensive  odors  and  dust  shall  not  be  discharged  outside  of  the  incineration  facilities. 

d.  The  disposal  standards  and  methods  excepting  a)  through  c),  and  the  concrete  standards  for 
b)  and  c)  shall  be  specified  in  the  Prime  Minister  Order. 
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Table  3.  Standards  for  estimating  deposit  and  refund  (related  to  Article  14  through  16). 


herns 

Type  and  Size 

Rate  and  Cost 

1 .  Edibles/Beverages/ 

a.  Paper  packs 

Cosmetics 

•  250  ml  or  less 

20/100  won/ea. 

•  more  than  250  ml 

40/100  won/ea. 

b.  Metal  cans 

•  cover  attached  type 

2  won/each 

•  cover  detached  type 

4  won/each 

c.  Glass  bottles 

•  350  ml  or  less 

2  won/each 

•  more  than  350  ml 

4  won/each 

2.  Insecticides/Butane  gas 

a.  Insecticide  containers 

products/Toxic  products 

•  500  ml  or  less 

20  won/each 

•  more  than  500  ml 

30  •  'on/each 

b.  Butane  gas  containers 

1 0  won''each 

c.  Toxic  substance 

containers 

•  500  ml  or  less 

20  won/each 

•  more  than  500  ml 

30  won/each 

3.  Electric  cells 

a.  Mercury  cells 

1 00  won/each 

b.  Oxidized  silver  cells 

50  won/each 

c.  Lithium  cells 

1 20  won/kg 

d.  Manganese  cells  and  Alkali  Manganese  cells 

1 20  won/kg 

e.  Nickel/Cadmium  cells 

1 20  won/kg 

4.  Tires 

a.  Large  sizes 

500  won/each 

b.  Medium/small  sizes 

1 50  won/each 

c.  Two-wheeled  vehicle  tires 

50  won/each 

5.  Lubricant 

•  Lube  oil 

1 

20  won/I 

6.  Electric  home 

•  TV 

30  won/kg 

appliances 

•  Washers 

30  won/kg 

7.  Synthetic  resins 

0.7  %  of  the  selling  price 

Notes:  1 .  Tires,  item  #4,  are  limited  to  tires  excepting  tires  installed  for  new  manufactured  vehicles. 

2.  Lubricant,  item  #5,  is  limited  to  only  65  percent  of  whole  delivery  volume  from  a 
warehouse. 

3.  The  selling  price  in  item  #7  shall  be  regarded  as  the  supply  price,  pursuant  to  Article  1 3 
of  the  Value-Added  Tax  Law. 
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Prime  Minister  Order  To  implement  the  Waste 
Management  Law 

Full  Text  Revision  13  December  1991 
Prime  Minister  Order  No.  397 


1 .  General  Provisions  of  the  Order 


Article  1.  (Purpose) 

The  purpose  of  these  regulations  is  to  stipulate  the  terms  delegated  in  and  necessary 
for  implementing  the  Waste  Management  Law  (hereinafter  referred  to  as  the  “Law”) 
and  the  President’s  Decree  No.  13480  (hereinafter  referred  to  as  the  “Decree”). 

Article  2.  (Criteria  of  Special  Waste  Based  on  Hazardous  Substance) 

1.  The  substances  that  fall  under  the  Halogen  Family,  among  waste  organic 
solvents  classified  into  special  waste,  pursuant  to  Article  2  in  the  Decree  and  Table  1.4 
in  the  Annex  to  the  Decree  are  given  in  Table  1  in  the  Annex  to  this  Order. 

2.  The  substances  that  conform  to  non-Halogen  Family,  among  waste  organic 
solvents  classified  into  special  waste  pursuant  to  Article  2  in  the  Decree  and  Table  1.4 
in  the  Annex  to  the  Decree  are  given  in  Table  2  in  the  Annex  to  this  Order. 

3.  The  substances  considered  to  be  slag,  which  is  classified  into  special  waste 
pursuant  to  Article  2  in  the  Decree  and  Table  1.7  through  1.14,  and  1.17  in  the  Annex 
to  the  Decree,  are  given  in  Table  3  in  the  Annex  to  this  Order. 


USACERL  SR  EP-94/03 


Article  3.  (Trust  of  Construction  and  Management  for  Regional  Domestic  Waste 
Disposal  Facility) 

A  person  or  an  organization  that  is  entitled  to  be  entrusted  with  construction  and 
management  of  domestic  waste  disposal  facility  for  a  large  area  by  the  heads  of  local 
government,  pursuant  to  Article  5.2  in  the  Law,  shall  be  specified  by  the  following 
categories: 

1)  Environmental  Management  Corporation 

2)  Local  government  associations  by  the  Local  Government  Act,  which  are 
established  for  disposal  of  domestic  waste  for  large  area 

3)  A  person  who  is  appointed  and  notified  by  the  Minister  of  Environment, 
and  who  is  reco^ized  as  having  the  capabilities  to  construct  and  manage  a  large  area 
domestic  wast«  disposal  facility. 


Article  4.  (Master  Plan  for  Domestic  Waste  Disposal) 

1.  According  to  Article  8.1  and  8.2  in  the  law,  the  Mayor  of  the  special  city  cf 
Seoul,  the  Mayors  of  the  cities  under  direct  control  of  the  national  government. 
Governors  of  the  provinces  (hereinafter  referred  to  as  “Mayors/Govemors”)  and  Mayors 
of  cities.  County  heads.  Wards  heads  (heads  of  wards  under  municipalities;  hereinafter 
referred  to  as  same)  shall  establish  a  master  plan  for  domestic  waste  disposal  every 
10  years  and  examine  necessities  of  modifications  every  2  years. 

2.  The  master  plan  pursuant  to  Article  4.1  shall  include  the  following: 

1)  An  overview  of  population,  residential  types,  industrial  structure  and 
distributions,  and  geographic  conditions  in  the  areas  of  their  jurisdiction 

2)  The  amount  of  generation  by  types  and  expected  future  generation  of 
domestic  waste 

3)  The  status  and  the  plan  of  domestic  waste  disposal 

4)  The  details  of  resource  conservation  (e.g.,  recycling  and  reduction  of 
domestic  waste) 

5)  The  status  and  the  plan  of  domestic  waste  disposal  facility  construction 
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6)  The  details  of  collectioi:,  transportation,  storage  and  treatment  of  the 
equipment  and  receptacles 

7)  The  plan  of  securing  required  financial  resources. 

Article  5.  (Deciding  on  a  Waste  Oispoaai  Facility  Construction  Plan  and  its 
Notification) 

The  Minister  of  Environment  or  Mayors/Governors  shall  announce  the  items  in  the 
following  categories  without  delay,  when  they  decide  or  change  the  waste  disposal 
facility  construction  plan,  pursuant  to  Article  9  in  the  Law: 

1)  Facility  name 

2)  Location 

3)  Design  plan 

4)  Size  or  scale 

5)  The  time  of  construction 

6)  Project  builder 

7)  Other  necessary  items  for  construction  of  waste  disposal  facility. 
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2.  Collection,  Transportation,  Disposal  of 
Waste 

Section  1.  Domestic  Waste 

Article  6.  (Exclusion  from  Domestic  Waste  Control  Area) 

1.  The  designated  standards  of  the  regions  that  Mayors/County  and  Ward  Heads 
may  exclude  from  domestic  waste  control  areas,  pursuant  to  Article  12  in  the  Law,  that 
fall  into  the  following  categories: 

1)  An  area  that  has  fewer  than  50  houses 

2)  An  area  where  the  collection  and  transportation  of  domestic  waste  are 
impossible  due  to  the  difficulties  of  vehicle  access  (e.g.,  a  remote  place  in  the 
mountains,  secluded  isles,  etc.) 

2.  The  Mayors/County  and  Ward  Heads  are  entitled  to  designate  the  whole  or 
partial  region  as  domestic  waste  control  area  for  the  limited  period  of  time  when  there 
are  many  visitors,  e.g.,  sightseeing  areas  or  other  corresponding  areas,  such  as  public 
beaches  or  National  parks  where  many  people  gather,  in  spite  of  the  stipulations  of 
Article  6.1. 

Article  7.  (Collection,  Transportation,  and  Disposal  Standards  of  Domestic  Waste) 

The  standards  and  methods  of  collection,  transportation,  and  disposal  of  domestic 
waste,  pursuant  to  the  stipulations  of  Article  13.3  in  the  Law,  are  given  in  Table  4  in 
the  Annex  to  this  Order. 
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Article  8.  (Reports  by  Generetors  of  a  Large  Volume  Domestic  Waste) 

According  to  the  stipulations  of  Article  14.1  in  the  Law,  a  large  volume  waste 
generator  shall  submit  the  report  by  filling  out  Form  No.  1  or  Form  No.  2  in  the  Annex 
tc  Mayors/County  and  Ward  Heads  within  1  month  after  the  date  of  a  large  volume 
domestic  waste  discharge. 


Article  9.  (Detailed  Standards  about  Collection,  Transportation,  and  Disposal  of 
Domestic  Waste  by  a  Large  Volume  Waste  Generator) 

According  to  Article  7  in  the  Presidential  Decree,  and  Tables  2.1.g  and  2.2.d  in  the 
Annex  to  the  Presidential  Decree,  the  detailed  standards  for  collection,  transportation, 
and  disposal  of  domestic  waste  by  a  large  volume  waste  generator  are  given  in  Table 
5  in  the  Annex  to  this  Order. 


Article  10.  (Construction  Standards  of  Domestic  Waste  Storage  Facilities  or 
Containers) 

The  construction  standards  for  domestic  waste  storage  facilities  or  containers, 
stipulated  in  Article  16.1  in  the  Law,  are  given  in  Table  6  in  the  Annex  to  this  Order. 


Article  11.  (Improvement  Period  of  Domestic  Waste  Storage  Facilities  or 
Containers) 

1.  When  the  Mayors/County  8md  Ward  Heads  order  measures  of  improvement  or 
change  to  domestic  waste  storage  facilities  or  receptacles,  pursuant  to  the  stipulations 
of  Article  16.2  in  the  Law,  the  Mayors/County  and  Ward  Heads  shall  decide  the  period 
of  time  within  1  year,  after  considering  the  measures  necessary  to  complete  the 
improvement  and  facility  t3rpes,  etc. 

2.  The  Mayors/County  and  Ward  Heads  eu*e  entitled  to  extend  the  period  of  time 
within  6  months  by  request,  where  the  measures  of  improvement  have  not  been 
completed  within  the  given  period,  due  to  natural  disasters  or  imavoidable  reasons, 
pursuant  to  the  stipulation  of  Article  11.1. 
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Articis  12.  (Permission  for  Domestic  Waste  Diepoeai  Service) 

1.  The  permission  requirements,  such  as  facilities,  equipment,  and  technical 
abilities  that  should  be  met  by  those  who  intend  to  conduct  domestic  waste  disposal 
service,  pursuant  to  the  stipulations  in  Article  17.1  in  the  Law,  are  given  in  Table  7 
in  the  Annex  to  this  Order. 

2.  Anyone  who  intends  to  obtain  a  permit  shall  submit  a  Tlan  of  Business”  (Form 
No.  3)  accompanied  by  documents  satisfying  the  following  categories  to  the  May- 
ors/Govemors  concerned.  The  same  is  required  when  one  intends  to  change  the 
contents  of  a  “Plan  of  Business”  related  to  the  permit  requirements: 

1)  Collection/transportation  of  domestic  waste  on  disposal  target  or  a  plan  of 

disposal 


2)  A  plan  for  facility  construction  or  equipment  security 

3)  A  plan  for  technical  ability  to  maintain  security. 

3.  The  Mayors/Cfovemors  shall  review  a  “Plan  of  Business”  submitted  by  the 
stipulation  of  Article  12.2  and  notify  the  applicant  whether  the  business  plan  is 
appropriate  or  not. 

4.  Anyone  who  is  notified  of  the  propriety  of  a  business  plan,  pursiiant  to  Article 
12.3,  shall  complete  the  permit  requirements,  such  as  facilities,  equipment,  technical 
abilities,  and  submit  an  “Application  for  Permit”  (Form  No.  4)  accompanied  by 
documents  satisfying  the  following  categories  to  the  Mayors/CJovemors  within  1  year 
after  the  day  of  propriety  notice  (6  months  in  case  of  domestic  waste  collection  and 
transportation  service,  3  years  in  case  where  landfilling  or  incineration  facility  for 
domestic  waste  disposal  service  is  necessary); 

1)  An  identification  paper  (a  transcript  of  corporation  registration  and 
identification  papers  of  staffs  in  the  case  of  a  corporation) 

2)  A  detailed  statement  of  faci! 'ties  and  equipment 

3)  A  detailed  statement  of  disposal  facility  construction,  the  plan  and  disposal 
process  program  (limited  to  the  intermediate  and  final  disposal  service  of  domestic 
waste) 


USACERL  SR  E^«4«3 


4)  Reserved  condition  of  technical  abilities  and  documents  that  ensure  the 
qualification 

5)  Documents  that  ensure  capitals  or  estates 

6)  A  post-management  plan  of  domestic  waste  disposal  facilities  (limited  to 
the  landfilling  facility). 

5.  The  Mayors/Govemors  are  entitled  to  extend  the  certain  period  of  time  within 
1  year  of  the  application  (6  months  in  case  of  domestic  waste  collection  and  transporta¬ 
tion,  2  years  in  case  of  the  final  disposal  service  of  domestic  waste)  in  cases  where  the 
person  has  not  applied  within  the  period  given  due  to  nattiral  disasters  or  unavoidable 
reasons,  pursuant  to  the  stipulation  of  Article  12.4. 

6.  When  Mayors/Govemors  issue  a  permit  for  a  business  of  domestic  waste 
disposal,  they  shall  issue  a  "Certificate  of  Permit”  (Form  No.  5)  to  the  applicant. 


Articte  13.  (Approval  for  Modifying  Permit  Items  of  Domestic  Waste  Disposal 
Service) 

1.  Items  that  require  a  permit  for  modification  of  domestic  waste  disposal  service, 
pursuant  to  the  latter  part  of  Article  17.1  in  the  Law,  are: 

1)  Change  of  a  representative  or  a  firm  name 

2)  Change  of  business  offices  or  business  area 

3)  Increase  or  decrease  of  the  number  of  transportation  vehicles,  or  scrapping 
the  vehicles  (limited  to  the  domestic  waste  collection  and  transportation  services) 

4)  Establishment  of  domestic  waste  disposal  facilities  (limited  to  establish¬ 
ment  in  the  jurisdictional  areas  where  Mayors/Govemors  have  permitted  the 
intermediate  or  final  disposal  service  of  domestic  waste)  or  change  of  the  volume  of 
disposal. 

2.  When  a  domestic  waste  disposal  contractor  intends  to  change  one  of  any 
categories  in  Article  13.1,  he  shall  submit  an  "Application  for  Modification  Permit” 
(Form  No.  4)  accompanied  by  documents  that  ensure  the  contents  of  the  modification 
and  a  license  to  Mayors/Govemors. 
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Article  14.  (Reissue  of  s  License) 

Where  a  domestic  waste  disposal  contractor  has  lost  his  license  or  the  license  has 
become  totally  worn  out.  he  shall  submit  an  "Application  for  Reissue  of  License”  (Form 
No.  6)  accompanied  by  documents  satisfying  the  following  categories  to  the  May- 
ora/Govemors,  and  he  shall  return  the  license  to  the  Mayors/Govemors  without  delay 
when  he  finds  the  lost  license  after  obtaining  a  reissued  license; 

DA  written  statement  for  reasons  in  case  of  losing  a  license 

2)  The  license  itself  in  cases  where  it  has  become  worn  out. 

Article  15.  (Construction  Standards  of  Domestic  Waste  Disposal  Facilities) 

The  construction  standards  of  domestic  waste  disposal  facilities,  pursuant  to  the 
stipulation  of  Article  20.1  in  the  Law,  are  given  in  Table  8  in  the  Annex  to  this  order. 


Article  16.  (Approval  of  Construction  of  Domestic  Waste  Disposal  Facilities,  etc.) 

1.  Anyone  who  intends  to  construct  domestic  waste  disposal  facilities,  pursuant 
to  the  stipulation  of  Article  20.2  in  the  Law,  shall  submit  an  "Application  for 
Construction  Approval  of  Domestic  Waste  Disposal  Facility”  (Form  No.  7)  accompanied 
by  documents  satisfying  the  following  categories  to  the  Minister  of  Environment, 
Mayors/Govemors,  or  Regional  Administrators  of  Environmental  Administration: 

1)  A  construction  plan  for  the  domestic  waste  disposal  facility 

2)  The  results  of  a  feasibility  study  for  the  construction  of  facilities  including 
items  notified  by  the  Minister  of  Environment  (limited  to  the  landfill  facility  with  a 
landfill  area  more  than  10,000  m^  or  a  landfill  volume  more  than  30,000  m^  and  the 
incineration  facility  with  a  daily  incineration  capability  more  than  50  tons) 

3)  A  plan  for  a  domestic  waste  disposal  facility 

4)  A  post-management  plan  for  a  domestic  waste  disposal  facility  (limited  to 
the  landfill  facilit' ) 


2.  The  important  items  required  for  a  modification  approval,  pursuant  to  the 
stipulation  of  the  latter  part  of  Article  20.1  in  the  Law,  are: 

1)  Change  of  disposal  capacity 

2)  Change  of  primary  equipment 

3)  Change  of  post-management  plan  for  landfill  facilities. 

3.  Anyone  who  intends  to  change  items  in  one  of  categories  in  Article  16.2  among 
people  who  have  been  approved  to  construct  domestic  waste  disposal  facilities  shall 
submit  an  “Application  for  Approval  of  Construction  Modification  of  Domestic  Waste 
Disposal  Facility”  (Form  No.  7)  accompanied  by  documents  that  ensure  the  contents 
of  the  modification,  to  the  Minister  of  Environment,  Mayors/  Governors,  or  Regioncd 
Administrators  of  Environmental  Administration. 

Article  17.  (Report  to  Use  Oomeetic  Waste  Disposal  Facility) 

Anyone  who  intends  to  construct  a  domestic  waste  disposal  facility,  pursuant  to  the 
stipulation  of  Article  20.3  in  the  Law,  shall  submit  an  “Application  for  Commencement 
of  Use”  (Form  No.  8  or  Form  No.  9)  accompanied  by  the  maintenance  and  management 
plan  of  the  facility  by  10  days  before  commencement  day  to  the  Minister  of  Environ¬ 
ment,  Mayors/Govemors,  or  Regional  Administrators  of  Environmental  Administra¬ 
tion. 

Article  18.  (Standards  for  Operation  and  Maintenance  of  Domestic  Waste  Disposal 
Facility) 

The  operation  and  maintenance  standards  for  domestic  waste  disposal  facilities, 
pursuant  to  the  stipulations  of  Article  20.4  in  the  Law,  are  given  in  Table  9  in  the 
Annex  to  this  Order. 

Article  19.  (Improvement  Period  of  Domestic  Waste  Disposal  Facility) 

1.  The  Minister  of  Environment,  Mayors/Govemors,  or  Regional  Administrators 
of  Environmental  Administration  shall  decide  the  period  (within  1  year  in  case  of  an 
improvement  order  and  within  6  months  in  case  of  a  suspension  order)  after 
consideration  of  measures  necessary  for  improvement  and  type  of  facilities,  when  they 
shall  issue  an  order  for  improvement  of  domestic  waste  disposal  facilities  or 
suspension  of  business,  pursuant  to  the  stipulations  of  Article  20.5  in  the  Law. 
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2.  The  Minister  of  Environment,  Mayors/Govemors,  or  Regional  Administrators 
of  Environmental  Administration  are  entitled  to  extend  the  period  of  time  within  6 
months,  in  cases  where  the  improvement  measures  have  not  been  completed  within 
the  period  given,  due  to  the  natural  disasters  or  unavoidable  reasons  pursuant  to  the 
stipulation  of  Article  19.1. 

3.  When  the  reasons  causing  the  source  of  the  order  for  suspension  of  business 
are  resolved  during  the  period  of  suspension  pursuant  to  Article  19.1,  the  builder  or 
manager  of  a  domestic  waste  disposal  facility  shall  report  the  situation  to  the  Minister 
of  Environment,  Mayors/Govemors,  or  Regional  Administrators  of  Environmental 
Administration. 

4.  When  the  Minister  of  Environment,  Mayors/Govemors,  or  Regional  Adminis¬ 
trators  of  Environmental  Administration  receive  the  report  pursuant  to  Article  19.3, 
they  shall  investigate  and  confirm  the  truth  without  delay,  and  they  shall  recall  the 
order  in  cases  where  it  is  recognized  that  the  causes  have  been  resolved. 


Article  20.  (Application  for  Approval  of  Design  and  Construction  by  Other  Than 
Designers  and  Builders  of  Domestic  Waste  Disposal  Facilities) 

1.  Anyone  who  is  not  a  designer  or  builder  of  domestic  waste  disposal  facilities, 
who  intends  to  design  and  constmct  domestic  waste  disposal  facilities,  piuauant  to  the 
exclusion  of  Article  21.1  in  the  Law,  shall  submit  an  “Application  for  Approval  of 
Design  and  Construction”  (Form  No.  10)  with  the  following  attachments  to  the 
Regional  Administrators  of  Environmental  Administration: 

1)  An  explanation  of  an  outline  of  the  facility 

2)  Accounts  of  expenses  for  constmction 

3)  Design  plan 

4)  Documents  specifying  the  location,  capacity,  and  disposal  procedures  of  the 

facility 


5)  Documents  verifying  ability  of  design  and  construction. 


2.  The  Regional  Administrators  of  Environmental  Administration  shall  issue  an 
“Approval  for  Design  and  Construction  of  Domestic  Waste  Disposal  Facility”  (Form 
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No.  11)  to  the  applicant,  when  he  approves  the  design  and  construction  pursuant  to 
Article  20.1. 


Article  21.  (Case  of  Design  and  Construction  by  Other  Than  Designers  and 
Builders  of  Domestic  Waste  Disposal  Facilities) 

“In  other  cases  stipulated  in  the  Prime  Minister  Order”  in  category  3)  of  Article  21.1 
indicates  the  facilities  that  the  Minister  of  Environment  recognizes  as  rare  facilities 
that  dispose  of  domestic  waste  with  nongeneralized  disposal  methods. 


Article  22.  (Qualifications  of  Construction  Supervisor) 

“A  qualified  person  specified  in  the  Prime  Minister  Order”  in  Article  21.2  of  the  Law 
indicates  the  designer  and  builder  of  a  domestic  waste  disposal  facility  pursuant  to 
Article  21.3. 


Article  23.  (Registration  of  Design  and  Construction  Service  of  Domestic  Waste 
Disposal  Facilities) 

1.  The  requirements  for  registration,  such  as  facilities,  equipment,  and  technical 
abilities  requisite  to  people  who  intend  to  register  businesses  conducting  design  and 
construction  of  domestic  waste  disposal  facilities  (hereinafter  referred  to  as  “design 
and  construction  service”)  pursuant  to  Article  21.3  i  of  the  Law,  are  given  in  Table  10 
in  the  Annex  to  this  Order. 

2.  Anyone  who  intends  to  register  a  business  to  design  and  construct  domestic 
waste  disposal  facilities  shall  submit  an  “Application  for  Registration  of  Design  and 
Construction  Service  of  Domestic  Waste  Disposal  Facility”  (Form  No.  12)  with  the 
following  attachments  to  the  Regional  Administrators  of  Environmental  Administra¬ 
tion  who  have  the  jurisdictions  over  districts  having  the  facilities: 

1)  An  identification  paper  (a  transcript  of  corporation  registration  and 
identification  papers  of  staffs  in  the  case  of  a  corporation) 

2)  A  detailed  statement  of  facilities  and  equipment  (or  contract  of  measure¬ 
ment  execution  by  proxy,  in  the  case  of  a  vicarious  execution  contract  with  an  assigned 
measurement  agent  who  meets  the  requirements  of  facilities  and  equipment,  pursuant 
to  the  stipulations  of  Article  39  in  the  Enforcement  Regulations  of  the  Air  Environ- 
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ment  Preservation  Law  and  Article  51  in  the  Enforcement  Regulations  of  the  Water 
Environment  Preservation  Law) 

3)  Reserved  condition  of  technical  abilities  and  documents  that  ensure  the 
qualification 

4)  Documents  that  ensure  capitals  or  estates 

5)  Documents  that  ensure  a  license  appropriate  to  a  relevant  field  pursuant 
to  the  Construction  Law. 

3.  When  the  Regional  Administrators  of  Environmental  Administration  receive 
a  registration  for  a  business  of  domestic  waste  disposal,  they  shall  issue  a  “Certificate 
of  Registration”  (Form  No.  13)  to  the  applicant. 


Article  24.  (Registration  To  Modify  Registered  items  of  Design  and  Construction 
Service) 

1.  Items  that  require  a  registration  for  modification  of  registered  items  of  design 
and  construction  service,  pursuant  to  the  latter  part  of  Article  21.3  in  the  Law,  are: 

1)  Change  of  a  representative 

2)  Change  of  business  offices  or  laboratories 

3)  Change  of  the  name  of  business  office  or  firm 

4)  Change  of  capitals  or  estates 

5)  Change  of  technical  abilities 

6)  Transfer,  inheritance,  or  amalgamation  of  design  and  construction  services 

7)  Modification  of  permission  contents  according  to  the  Construction  Law. 

2.  When  a  contractor  who  has  registered  for  design  and  construction  intends  to 
change  one  of  any  categories  in  Article  24.1,  he  shall  submit  an  “Application  for 
Modification  Registration  of  Design  and  Construction  of  Domestic  Waste  Disposal 
Facility”  (Form  No.  12)  accompanied  by  documents  that  ensure  contents  of  modification 
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and  a  license  to  the  Regional  Administrators  of  Environmental  Administration  who 
have  jurisdiction  over  districts  having  the  facilities. 


Articis  25.  (Qualificstions  of  Constaiction  Supervisor) 

“A  qualified  person  specified  in  the  Prime  Minister  Order"  in  the  latter  part  of  Article 
23.2  of  the  Law  indicates  a  person  who  does  a  same  business  with  a  person  whose 
permit  has  been  canceled  or  whose  business  has  been  suspended  pursuant  to  Article 
22,  among  people  registered  to  perform  design  and  construction  services. 


Section  2.  Special  Waste 


Article  26.  (Report  for  Special  Waste  Generators) 

1.  The  special  waste  generators  shall  submit  a  “Report  for  Special  Waste 
Generator”  (Form  No.  14)  with  the  following  attachments  to  the  Regional  Administra¬ 
tors  of  Environmental  Administration  who  have  jurisdiction  over  districts  producing 
special  waste  within  1  month  alter  the  beginning  date  of  a  business  pursuant  to  Article 
24.2  of  the  Law: 

1)  The  plan  of  manufacturing  process 

2)  The  details  of  types,  constituents,  and  expected  generating  volume  of 
special  waste 

3)  A  disposal  plan  by  the  type  of  special  waste 

4)  A  construction  detail  or  a  construction  plan  (in  case  of  self-disposal)  of  a 
special  waste  disposal  facility. 

2.  Any  special  waste  generator  who  falls  under  one  of  the  following  categories 
may  not  report  as  a  special  waste  generator,  in  spite  of  the  stipulation  of  Article  26.1: 

1)  Where  the  generating  amount  of  each  waste  such  as  waste  organic 
solvents,  slag,  waste  molding  sand,  waste  sand  generated  from  sandblast  (hereinafter 
referred  to  as  “waste  sand”),  waste  fire  resistant  material,  pieces  of  pottery  that  are 
enameled  before  secondary  bake  (hereinafter  referred  to  as  “pieces  of  pottery”), 
incineration  ashes,  disposal  materials  for  stabilization  and  solidification,  waste 


92 


USACERL  SR  EP-94/03 


catalyzers,  waste  adsorbent,  waste  absorbent,  waste  agricultmal  chemicals,  or 
designated  sludge  are  less  than  50  kg/month  or  where  the  total  amount  of  the 
generating  waste  is  less  than  100  k^^month 

2)  Where  the  amount  of  each  generating  waste  of  waste  acid,  waste  alkali, 
waste  oil,  waste  synthetic  high  polymers,  or  waste  asbestos  are  less  than  100  kg/month 
or  where  the  total  amount  of  the  waste  is  less  than  200  kg/month 

3)  Where  the  amount  of  each  generating  waste  of  sludge  from  wastewater 
treatment  or  manufacturing  process,  waste  plaster,  waste  lime,  or  carcasses  are  less 
than  500  kg/month  or  where  the  total  amount  of  the  waste  is  less  than  1,000  k^month 

4)  Where  the  total  generating  volume  of  special  waste  is  less  than  1,000 
kg/month 

3.  The  Regional  Administrator  of  Environmental  Administration  who  has 
received  a  report  pursuant  to  Article  26.1,  shall  issue  a  certificate  of  report  on  special 
waste  generator  to  the  reporter. 

4.  The  special  waste  generator  who  has  reported,  pursuant  to  the  stipiilation  of 
Article  26.1,  shall  submit  a  “Report  on  Modification  of  Special  Waste  generator”  (Form 
No.  14)  with  an  attachment  of  a  certificate  of  report  on  special  waste  generator  to  the 
Regional  Administrator  of  Environmental  Administration  within  1  month  after  the 
date  of  occurrence  of  a  cause,  where  it  falls  under  one  of  following  categories: 

1)  Where  the  generating  volume  of  reported  special  waste  increases  or 
decreases  more  than  50/100 

2)  Where  more  than  50  kg/month  of  a  special  waste  that  was  not  generated 
at  the  time  of  report  is  generated. 


Article  27.  (Recording  and  Keeping  Records  of  the  Generating  Special  Waste 
Volume) 

The  forms  of  record  books  that  should  be  recorded  and  kept  by  special  waste 
generators,  pursuant  to  the  stipulation  of  Article  24.3  of  the  law,  are  given  in  Table  16 
in  the  Annex  to  this  Order. 
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Articis  28.  (Builders  and  Managers  of  Public  Disposal  Facilitiea) 

“Any  other  person  stipulated  in  the  Prime  Minister  Order”  in  Article  25.2  of  the  Law 
designates  a  person  who  falls  under  one  of  following  categories: 

1)  Mayors/Govemors  or  Maycrs/Htiads  of  County  and  Wards 

2)  Environmental  Management  Corporation 

3)  A  person  who  is  reo^nized  as  having  the  abilities  to  construct  and  manage 
public  disposal  facilities,  and  who  is  so  designated,  by  the  Minister  of  Environment. 


Article  29.  (Consignment  Fee  for  Public  Waste  Disposal  Facilities) 

The  Minister  of  Environment  shall  specify  and  notify  the  consignment  fee  by  public 
disposal  facilitiea,  pursuant  to  the  stipulations  of  Article  25.3,  after  consideration  of 
the  following  items: 

1)  The  expense  of  construction  and  operation  of  the  public  waste  disposal 
facility  for  disposal  of  particular  types  of  special  waste 

2)  The  expense  of  collection  and  transportation  of  the  special  waste  by  the 
builder  and  operator  of  public  disposal  facilities 

3)  The  minimum  restoration  expense  for  residents  a4jacent  to  public  disposal 

facilities. 


Article  30.  (Collection  and  Transportation  Standards,  Methods  of  Special  Waste) 

The  standards  and  methods  of  special  waste  collection  and  transportation,  piirsuant 
to  the  stipulation  of  Article  25.4  in  the  Law,  are  given  in  Table  11  in  the  Annex  to  this 
Order. 


Article  31.  (Disposal  Standards  and  Methods  of  Special  Waste) 

The  standards  and  methods  of  special  waste  disposal,  pursuant  to  the  stipulation  of 
Article  25.4  in  the  Law,  are  given  in  Table  12  in  the  Annex  to  this  Order. 
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Article  32.  (Measure  Period  for  Modification  of  Special  Waste  Disposal  Methods) 

Where  the  Regional  Adniinistrators  of  Environmental  Administration  intend  to  order 
measures  of  modification  of  special  waste  disposal  methods,  etc.,  pursuant  to 
stipulation  of  Article  25.5  in  the  Law,  the  Regional  Administrators  of  Environmental 
Administration  shall  specify  the  period  within  6  months  after  consideration  of 
difficulties  of  measures  necessary  to  modification. 


Article  33.  (Permit  for  Special  Waste  Disposal  Service) 

1.  Permit  requirements  for  individuals  who  intend  to  conduct  special  waste 
disposal  service  such  as  facilities,  equipment,  and  technical  abilities,  pursuant  to 
Article  26.1  of  the  Law,  are  given  in  Table  13  in  the  Annex  to  this  Order. 

2.  Anyone  who  intends  to  obtain  a  permit  for  special  waste  disposal  service  shall 
submit  a  “Business  Plan  of  Special  Waste  Disposal  Service”  with  the  following 
attachments  to  the  Regional  Administrators  of  Environmental  Administration  in 
charge  of  the  areas  where  the  main  facilities  will  be  constructed.  The  modification  of 
contents  of  the  business  plan  are  related  to  the  permit  requirements  required  for  the 
same  procedure: 

1 )  The  collection,  transportation,  or  disposal  plan  for  the  disposal  of  target 
special  waste 

2)  The  plan  for  facility  construction  or  equipment  security 

3)  The  plan  for  technical  ability  to  maintain  security. 

3.  The  Regional  Administrators  of  Environmental  Administration  shall  check  the 
business  plan  submitted  by  the  stipulations  of  Article  33.2,  and  notify  the  applicant 
whether  or  not  the  business  plan  is  appropriate. 

4.  Anyone  who  has  received  a  notification  of  approval  for  a  business  plan, 
pursuant  to  Article  33.3,  shall  submit  an  “Application  for  Permit”  (Form  No.  18)  with 
the  following  descriptions  after  furnishing  permit  requirements  such  as  facilities, 
expenditure,  and  technical  ability,  etc.  to  the  Regional  Administrators  of  Environmen¬ 
tal  Administration  within  1  year  (6  months  in  cases  of  special  waste  collection  and 
transportation  service,  3  years  in  cases  where  landfilling  facilities  or  incineration 


U8ACERL  SR  EP44/03 


95 


facilities  for  special  waste  disposal  services  are  needed)  from  the  date  when  the 
notification  of  approval  was  received: 

1)  An  identification  paper  (a  transcript  of  corporation  registration  and  an 
identification  paper  of  a  representative  in  the  case  of  a  corporation) 

2)  A  detailed  statement  of  facilities  and  equipment 

3)  A  detailed  statement  of  disposal  facility  construction,  the  plan  and  disposal 
process  program  (limited  to  the  intermediate  and  final  disposal  service  of  domestic 
waste) 


4)  A  disposal  process  program  of  disposal  target  special  waste  (a  collection 
and  transportation  plan  in  the  case  of  a  special  waste  collection  and  transportation 
service) 


5)  Reserved  condition  of  technical  abilities  and  documents  that  ensure  the 
qualification 

6)  Documents  that  ensure  capitals  or  estates 

7)  A  post-management  plan  of  domestic  waste  disposal  facilities  (limited  to 
the  landfilling  facility). 

5.  The  Mayors/Ck)vemor8  are  entitled  to  extend  the  given  period  of  time  within 
1  year  (6  months  in  the  case  of  special  waste  collection  and  transportation,  2  years  in 
the  case  of  the  final  disposal  service  of  special  waste)  by  the  application,  in  cases  where 
the  person  has  not  applied  within  the  period  given,  pursuant  to  the  stipulation  of 
Article  33.4,  due  to  natural  disasters  or  other  unavoidable  reasons. 

6.  When  the  Regional  Administrator  of  Environmental  Administration  issues  a 
permit  for  a  business  of  special  waste  disposal,  they  shall  issue  a  “Certificate  of 
Permit”  (Form  No.  19)  to  the  applicant. 

7.  Anyone  who  has  obtained  a  permit  for  a  special  waste  disposal  service, 
pursuant  to  the  stipulation  in  Article  33.1,  shall  comply  with  the  items  regulated  in 
Table  14  in  the  Annex  to  this  Order. 
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Articto  34.  (Approval  for  Modifying  Permit  Kama  of  Special  Waete  Diepoeal 
Service) 

1.  Items  that  require  approval  for  modifying  a  special  waste  disposal  service 
permit,  pursuant  to  the  latter  part  of  Article  26.1  in  the  Law,  are: 

1)  Change  of  a  representative  or  a  firm  name 

2)  Change  of  special  waste,  including  the  collection,  transportation,  or 
disposal  of  the  targeted  waste 

3)  Change  of  business  offices  or  business  area 

4)  Increase  or  decrease  of  the  number  of  transportation  vehicles,  or  scrapping 
the  vehicles  (limited  to  the  special  waste  collection  and  transportation  services) 

5)  Elstablishment  of  special  waste  disposal  facilities  (limited  to  establishment 
in  the  jurisdictional  areas  where  R^onal  Administrators  of  Environmental 
Administration  have  permitted  the  intermediate  or  final  disposal  service  of  special 
waste)  or  change  of  the  volume  of  disposal 

6)  Change  of  primary  equipment. 

2.  When  a  special  waste  disposal  contractor  intends  to  change  one  of  any 
categories  in  Article  34.1,  he  shall  submit  an  “Application  for  Modification  Permit” 
(Form  No.  18)  accompanied  by  documents  that  ensure  contents  of  modification  and  a 
permit  license  to  the  Regional  Administrator  of  Environmental  Administration. 


Article  35.  (Reissue  of  s  PermK  License) 

In  cases  where  a  special  waste  disposal  contractor  has  lost  his  license  or  the  license 
has  become  totally  worn  out,  he  shall  submit  an  “Application  for  Reissue  of  License” 
(Form  No.  20)  accompanied  by  documents  satisfying  the  following  categories  to  the 
Regional  Administrator  of  Environmental  Administration,  and  he  shall  return  the 
license  to  the  Regional  Administrator  of  Environmental  Administration  without  delay 
when  he  finds  the  lost  license  after  obtaining  a  reissued  license; 

1)  A  written  statement  for  reasons  in  case  of  losing  a  license 

2)  The  license  itself  in  the  case  where  it  has  become  worn  out. 
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Article  36.  (Report  of  Transport  OiepMal  of  Special  Waste) 

Anyone  who  transports  or  disposes  of  special  waste  that  falls  wider  one  of  the 
following  categories,  pwisuant  to  the  stipulation  of  Article  27  in  the  Law,  shall  report 
particulars  related  to  the  transportation  or  disposal  of  the  special  waate  to  the 
Regional  Administrator  of  Environmental  Administration,  specified  by  a  no  ification 
of  the  Minister  of  Environment: 

1)  Polychlorinated  biphenyl  (PCB)  waste 

2)  Special  waste  generated  from  a  business '  ‘se  generating  amount  of  each 
waste  such  as  waste  organic  solvents,  slag,  waste  n  .  <  nd,  waste  sand,  waste  fire 
resistant  material,  pieces  of  pottery,  incineration  lef  vers,  disposal  materials  for 
stabilization  and  solidification,  waste  catalyzers,  waste  inhalants,  waste  absorbent, 
waste  agricultural  chemicals,  or  designated  sludge  is  more  than  50  kg/month 

3)  Special  waste  generated  from  a  business  whose  Eunount  of  each  generating 
waste  of  waste  acid,  waste  alkali,  waste  oil,  waste  synthetic  high  polymers,  or  waste 
asbestos  is  more  than  100  kg/month. 


Articie  37.  (Standards  for  Construction  of  Spociai  Waste  Disposal  Facilities) 

The  standards  for  construction  of  special  waste  disposal  facilities,  pursuant  to  the 
stipulation  of  Article  28.1  in  the  Law,  are  given  in  Table  15  in  the  Annex  to  this  Order. 


Article  38.  (Construction  Approval  of  Special  Waste  Disposal  Facilities) 

1.  Anyone  who  intends  to  construct  a  special  waste  disposal  facility,  pursuant  to 
Article  25.2  of  the  Law,  shall  submit  an  “Application  for  Construction  Approval  of 
Special  Waste  Disposal  Facility"  (Form  No.  21)  with  attachments  of  the  following 
documents  to  the  Minister  of  Environment  for  public  waste  disposal  facilities  and, 
pursuant  to  Article  28.2  of  the  Law,  to  the  Regional  Administrator  of  Environmental 
Administration  in  charge  of  the  areas  where  the  main  facilities  will  be  constructed: 

1)  The  details  of  special  waste  generation  and  a  plan  of  manufacturing 
process  of  the  service  generating  disposal  of  the  target  special  waste 

2)  The  details  of  types,  constituents,  and  expected  generating  volume  of 
special  waste 
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3)  A  disposal  plan  of  special  waste  targeted  disposal 

4)  The  plan  of  construction  and  equipment  security  of  a  special  waste  disposal 

facility 


5)  The  design  plan  of  a  special  waste  disposal  facility 

6)  The  disposal  plan  of  waste  that  is  generated  after  disposal 

7)  The  post-management  plan  of  a  special  waste  disposal  facility  (limited  to 
the  landfill  facility). 

2.  The  important  items  required  for  a  modification  approval,  pursuant  to  the 
stipulation  of  the  latter  part  of  Article  28.2  in  the  Law,  are: 

1)  Change  of  special  waste  targeted  for  disposal 

2)  Change  of  the  site  of  a  disposal  facility 

3)  Change  of  disposal  capacity 

4)  Change  of  primary  equipment 

5)  Change  of  post-management  plan  (limited  to  the  landfill  facility). 

3.  Anyone  who  intends  to  change  items  in  one  of  the  categories  in  Article  38.2, 
among  people  who  have  been  approved  to  construct  special  waste  disposal  facilities, 
shall  submit  an  “Application  for  Approval  of  Construction  Modification  of  Special 
Waste  Disposal  Facility”  (Form  No.  21)  accompaniea  by  documents  that  ensure 
contents  of  modification  to  the  Minister  of  Environment  or  Regional  Administrator  of 
Environmental  Administration. 


ArticI*  39.  (Report  To  Use  Speciel  Wests  Disposel  Fscility) 

Anyone  who  intends  to  construct  a  special  waste  disposal  facility,  pxirsuant  to  the 
stipulation  of  Article  28.3  in  the  Law,  shall  submit  an  “Application  ic  Commencement 
of  Use”  (Form  No.  22  or  Form  No.  23)  accompanied  by  the  maintenance  and 
numagement  plan  of  the  facility  by  10  days  before  commencement  day  to  the  Minister 
of  Environment  or  Regional  Administrator  of  Environmental  Administration. 
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Articto  40.  (Standante  for  Maintanance  of  Special  Waate  Diapoaal  Facility) 

The  standards  for  maintenance  of  special  waste  disposal  facilities,  pvirsuant  to  Article 
28.4  in  the  Law,  are  given  in  Table  16  in  the  Annex  to  this  Order. 


Article  41.  (Improvement  Period  of  Special  Waate  Diapoaal  Facility) 

1.  The  Minister  of  Environment  or  Regional  Administrators  of  Environmental 
Administration  shall  decide  the  period  within  1  year  in  case  of  an  order  for 
improvement  and  within  6  months  in  the  case  of  a  suspension  order  after  considering 
measures  necessary  for  improvement  and  type  of  facilities,  when  they  issue  an  order 
for  improvement  of  special  waste  disposal  facilities  or  suspension  of  business,  pursuant 
to  the  stipulations  of  Article  28.5  in  the  Law. 

2.  The  Minister  of  Environment  or  Regional  Administrators  of  Environmental 
Administration  are  entitled  to  extend  the  period  of  time  within  6  months,  in  cases 
where  the  improvement  measures  have  not  been  completed  within  the  period  given 
due  to  the  natural  disasters  or  imavoidable  reasons,  pursuant  to  the  stipulation  of 
Article  41.1. 

3.  When  the  reasons  of  the  order  for  suspension  of  business  are  resolved  during 
the  period  of  suspension  pursuant  to  Article  41.1,  the  builder  or  manager  of  a  special 
waste  disposal  facility  shall  report  the  situation  to  the  Minister  of  Environment  or 
Regional  Administrators  of  Environmental  Administration. 

4.  When  Uie  Minister  of  Environment  or  Regional  Administrators  of  Environmen¬ 
tal  Administration  receive  the  report  pursuant  to  Article  41.3,  they  shall  investigate 
and  confirm  the  truth  without  delay,  and  they  shall  rescind  the  order  where  it  is 
recognized  that  the  causes  are  resolved. 
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3.  Control  of  Waste  Generation,  Reuse,  etc. 


Article  42.  (Report  of  Waste  Reuse) 

1.  Anyone  who  intends  to  reuse  domestic  waste,  pursuant  to  the  stipulation  of 
Article  31.1  in  the  Law,  shall  submit  a  “Report  for  Reuse  of  Domestic  Waste”  (Form 
No.  24)  with  attachments  of  the  following  documents  within  10  days  of  the  commence¬ 
ment  of  reuse,  to  Mayors/Clovemors  in  charge  of  the  facility: 

1)  A  description  of  uses  and  methods  of  domestic  waste  reuse 

2)  A  plan  for  maintaining  the  secinrity  of  domestic  waste  targeted  for  reuse 

3)  A  plan  of  collection,  transportation,  and  storage  of  domestic  waste 

4)  A  disposal  plan  for  waste  generated  from  reuse. 

2.  Anyone  who  intends  to  reuse  domestic  waste,  pursuant  to  the  stipulation  of 
Article  31.1  in  Uie  Law,  shall  submit  a  “Report  for  Reuse  of  Special  Waste”  (Form  No. 
25)  with  attachments  of  the  following  documents  within  10  days  before  commencement 
of  reuse  (before  equipment  of  facility  in  cases  where  they  have  to  equip  the  facilities, 
pursuant  to  Article  43)  to  the  Regional  Administrator  of  Environmental  Administra¬ 
tion  in  charge  of  the  facility: 

1;  4  description  of  uses  and  methods  of  special  waste  reuse 

2)  A  plan  for  maintaining  the  security  of  special  waste  targeted  for  reuse 

3)  A  plan  of  collection,  transportation,  and  storage  of  special  waste 

4)  A  disposal  plan  of  waste  generated  from  reuse. 

3.  The  Mayor/Govemor  or  Regional  Administrator  of  Environmental  Administra¬ 
tion  who  has  received  a  report  pursuant  to  Article  42.1  or  42.2,  shall  issue  a  certificate 
of  report  on  waste  reuse  (Form  No.  26  or  27)  to  the  reporter 

4.  Anyone  who  intends  to  change  items  in  one  of  the  following  categories,  among 
people  who  have  reported  the  waste  reuse,  shall  submit  a  “Report  on  Modification  of 
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Waste  Reuse"  (Form  No.  24  or  25)  accompanied  by  a  certificate  of  report  to  the 
Maycr/Govemor  or  Regional  Administrator  of  Environment  Administration: 

1)  Change  of  types  of  waste  targeted  for  reuse 

2)  Change  of  uses  or  methods  of  waste  reuse 

3)  Change  of  a  business  area  of  waste  reuse 

4)  Change  of  a  representative  or  a  firm  name. 

Article  43.  (Waste  Types  That  Require  Facilities  for  Reuse) 

1.  “Anyone  who  intends  to  reuse  waste,  specified  in  the  Prime  Minister  Order” 
in  Article  31.2  of  the  Law,  refers  to  people  who  intend  to  reuse  waste  lubricating  oil 
used  in  automobiles  as  fuel  oil,  pursuant  to  Article  3  in  the  Automobile  Management 
Law  or  the  Munitions  Management  Law,  and  heavy  machinery,  pursuant  to  Article 
2  in  the  Heavy  Machineiy  Management  Law. 

2.  The  facilities,  equipment,  and  technical  abilities  that  should  be  supplied  by  the 
person  who  intends  to  reuse  the  waste  stipulated  in  Article  43.1,  pursuant  to  Article 
31.2  in  the  Law,  are  given  in  Table  17  in  the  Annex  to  this  Order, 


Article  44.  (Products  Containing  Water  Pollutant  Targeted  for  Collection) 

“Substances  specified  in  the  Prime  Minister  Order”  in  Article  32.2  of  the  Law,  refer  to 
substances  in  Table  18  in  the  Annex  to  this  Order. 


Article  45.  (Report  on  the  Delivery  and  Actual  Import  Record  of  Products) 

The  manufacturers  and  importers  who  are  supposed  to  pay  the  deposit,  pursuant  to 
stipulation  of  Article  15.1  in  the  Presidential  Decree,  shall  submit  a  “Report  on  the 
Delivery  and  Actual  Import  Record  of  Products”  with  attachments  of  the  following 
documents  to  the  Minister  of  Environment: 

1)  A  copy  of  a  business  certificate 

2)  Documents  that  ensure  delivery  record  of  products  such  as  a  statement  of 
accounts,  or  documents  that  ensure  actual  import  record  such  as  an  import  approval 
certificate 
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3)  i'he  basic  data  on  deposit  computation  by  each  product  (limited  to 
manufacturers). 

Article  46.  (A  Payment  Notice  of  Deposit) 

A  deposit  payment  notice  for  a  manufacturer,  pursuant  to  Article  15.2  in  the 
Presidential  Decree,  is  given  in  Table  29  in  the  Annex  to  this  Order. 

Article  47.  (Inetaliment  of  Deposit) 

1.  The  divided  payments  of  deposit,  pursuant  to  Article  15.2  in  the  Presidential 
Decree,  is  limited  to  the  case  where  the  computed  deposit  is  more  than  1,000,000  won. 

2.  In  case  of  divided  payments,  pursuant  to  Article  47.1,  the  deposit  should  be 
divided  equally  into  4  installments.  The  first  installment  payment  should  be  deposited 
by  April  15th,  the  second  payment  by  June  15th,  the  third  payment  by  August  15th, 
and  the  fourth  session  payment  by  October  15th. 

3.  Anyone  who  intends  to  pay  in  installments,  pursuant  to  Article  47.1  and  47.2, 
shall  submit  an  ‘‘Application  for  Divided  Payments  of  Deposit”  (Form  No.  30) 
accompanied  by  the  details  of  current  assets  on  December  31st  of  the  preceding  year 
to  the  Minister  of  Environment  at  the  same  time  of  a  report  pursuant  to  Article  45. 

4.  Where  the  Minister  of  Environn>ent  has  received  a  report  pursuant  to  Article 
47.3,  he  shall  notice  divided  payments  (Form  No.  29)  by  15  days  before  divided 
payments  due  pursuant  to  Article  47.2,  instead  of  a  payment  notice  pursuant  to  Article 
46. 


Article  48.  (Voluntary  Payments  of  Deposit  by  Importers) 

Voluntary  payments  of  deposit  by  importeia,  pursuant  to  Article  15.4  in  the 
Presidential  Decree,  follows  Form  No.  31. 
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Article  49.  (Request  for  Deposit  Refund) 

A  manufacturer  or  importer  who  expecta  to  receive  a  refund,  pursuant  to  Article  17.1 
in  the  Presidential  Decree,  shall  submit  a  “Request  for  Deposit  Return”  (Form  No.  32) 
with  attachments  of  the  following  documents  to  the  Minister  of  Environment: 

1)  A  computed  detail  of  the  amount  of  requested  repayments  by  each  product 

2)  A  copy  of  a  receipt  for  deposit  payments 

3)  A  copy  of  dociunentary  evidence  for  collection  and  disposal  (limited  to  the 
case  where  a  manufacturer  or  importer  collects  and  disposes) 

4)  A  copy  of  a  consignment  contract  for  collection  and  disposal  and  a  copy  of 
docmnentary  evidence  for  collection  and  disposal  conducted  by  a  consignee  (limited  to 
the  case  of  consignment  for  collection  and  disposal) 

5)  An  accoimt  of  actual  required  expenses  by  collection  and  disposal  methods. 

Article  SO.  (Decision  on  Payment  of  Refund) 

The  form  of  “Decision  on  Payment  of  Refund,”  pursuant  to  Article  17.2  of  the 
Presidential  Decree,  follows  Form  No.  33. 


Articie  51.  (Request  of  Refund  for  Products  Not  imported) 

1.  In  cases  where  an  importer  does  not  import  or  exports  the  whole  or  partial 
products  due  to  unavoidable  reasons,  pursuant  to  Article  17.1  of  the  Presidential 
Decree,  the  importer  shall  submit  a  “Request  of  Importer  Deposit  Return”  (Form  No. 
34)  with  attachments  of  the  following  documents  to  the  Minister  of  Environment: 

1)  A  copy  of  an  approval  of  modification  for  import-approved  items  or  a  copy 
of  documentary  evidence  for  export 

2)  A  copy  of  a  receipt  for  deposit  payments. 

2.  In  cases  where  the  Minister  of  Environment  has  received  a  return  request 
pursuant  to  Article  51.1,  the  Minister  of  Environment  shall  issue  a  “Decision  on 
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Payment  of  Return  Deposit”  (Form  No.  33)  to  the  applicant,  after  confirmation  of  the 
request. 

Article  52.  (Payment  Notice  of  the  Balance,  according  to  Adjuatment  of  Depoeit) 

A  payment  notice  pursuant  to  stipulation  of  Article  19.2  in  the  Presidential 
Decree,  follows  Form  No.  29. 
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4.  Guidance  and  Supervision  of  Waste  Disposai 
Contractor 


Artichi  53.  (Qualification  Standards  of  Technicai  Manager) 

The  qualification  standards  of  te' '  nical  managers,  pursuant  to  Article  39.2  in  the  Law, 
are  given  in  Table  19  in  the  Annex  to  this  Order. 


Article  54.  (Observance  Rules  for  Technical  Manager) 

The  rules  that  technical  managers  shall  observe,  pursuant  to  Article  39.2  in  the  Law, 
shall  be  as  follows: 

1)  Check  whether  the  facilities  operate  normally  and  record  the  results  on  the 
operation  logbook 

2)  In  cases  where  a  functional  matter  is  confirmed,  report  the  matter  to  the 
builder  or  manager  immediately  and  have  the  functional  matter  repaired  promptly 

3)  Check  whether  the  neighbors  or  environments  are  damaged  by  construc¬ 
tion  or  management  of  the  facility,  when  damage  or  the  risk  of  damage  is  judged  to 
exist,  and  if  so,  take  measures  to  remove  or  prevent  the  damage,  and  record  and  keep 
the  contents  of  measures. 


Article  55.  (Vicarious  Execution  Contract  for  Technical  Management) 

1.  The  requirements  of  a  vicarious  execution  contract  for  technical  management, 
pursuant  to  Article  39.2  in  the  Law,  shall  be  as  follows; 

1)  Checklists  by  each  pertinent  disposal  facility,  pursuant  to  Article  24  in  the 
Presidential  Decree 


2)  The  enforcement  times  and  methods  of  technical  management. 
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2.  The  checklists,  pursiiant  to  Article  55.1.1  are  given  in  Table  20  in  the  Annex 
to  this  Order. 


Article  56.  (Assignment  of  Technical  Personnel  and  Training  Institution) 

1.  Training  of  technical  personnel  in  charge  of  waste  disposal  that  requires 
training  and  waste  disposal  contractors,  pursuant  to  Article  40.2  in  the  Law,  shall  be 
conducted  at  least  twice  every  3  years,  and  the  institution  that  conducts  training 
(hereinafter  referred  to  as  ^training  institution”)  shall  be  one  of  the  following: 

1)  National  Environmental  Research  Institute 

2)  Environmental  Preservation  Associations  pursuant  to  the  stipulation  of 
Article  38  in  the  Environmental  Policy  Fundamental  Law 

3)  Agencies  recognized  and  designated  by  the  Minister  of  Environment  as 
having  appropriate  training  abilities. 

2.  People  who  should  be  trained  in  training  institutions  specified  in  Article  56.1 
shall  be  one  of  the  following: 

1)  In  the  National  Environmental  Research  Institute 

a.  Any  builder  of  a  special  waste  disposal  facility  or  any  technijal 
personnel  hired  by  the  builder,  pursuant  to  Article  2  in  the  Law 

b.  Any  technical  personnel  hired  by  a  person  who  builds  and  manages  a 
public  special  waste  disposal  facility,  pursuant  to  Article  25.2  in  the  Law 

c.  Anyone  who  has  obtained  a  permit  for  special  waste  disposal  service  or 
any  technical  personnel  hired  by  him,  pursuant  to  Article  26.2  in  the  Law 

d.  Anyone  who  disposes  of  special  waste  for  reuse  or  any  technical 
personnel  hired  by  him,  pursuant  to  Article  31.1  in  the  Law 

e.  Any  technical  manager  of  special  waste  disposal  facilities  or  any  builder 
who  takes  technical  charge  of  the  facility  for  himself,  pursuant  to  Article  39  in  the  Law 

f.  Anyone  specified  by  the  Minister  of  Environment  as  having  had  the 
training  assigned  in  Article  56.2.2 
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2)  In  the  Environmental  Preservation  Associations 

a.  Any  builder  of  a  domestic  waste  disposal  facility  or  any  technical 
personnel  hired  by  the  builder  pursuant  to  Article  2  in  the  Law 

b.  Any  technical  personnel  hired  by  a  large  volume  domestic  waste 
generator,  pursuant  to  Article  14.1  in  the  Law 

c.  Anyone  who  has  obtained  a  permit  for  domestic  waste  disposal  service 
or  any  technical  personnel  hired  by  him,  pursuant  to  Article  17.2  in  the  Law 

d.  Anyone  who  designs  and  constructs  a  domestic  waste  disposal  facility 
or  any  technical  personnel  hired  by  him,  pursuant  to  Article  24.1  in  the  Law 

e.  Any  large  volume  special  waste  generator  or  any  technical  personnel 
hired  by  him,  pursuant  to  Article  24.1 

f.  Anyone  who  disposes  of  domestic  waste  for  reuse  or  any  personnel  hired 
by  him,  pursuant  to  Article  31.1  in  the  Law 

g.  Any  technical  manager  of  domestic  waste  disposal  facilities  or  any 
builder  who  takes  technical  charge  of  the  facility  for  himself,  pursuant  to  Article  39. 

3)  In  Agencies  specified  in  Article  56.1.3 

Anyone  who  is  specified  by  the  Minister  of  Environment  among  people 
who  are  the  objects  of  training  by  the  stipulations  of  Group  a  throii^  e  in  Article  56.1. 


Article  57.  (Training  Courae,  etc.) 

1.  The  course  of  training  that  should  be  completed  by  people  who  are  in  charge 
of  waste  disposal,  pursuant  to  Article  40.2  in  the  law,  shall  be  as  follows: 

1)  A  course  for  domestic  waste  disposal 

2)  A  course  for  large  volume  domestic  waste  generators 

3)  A  course  for  domestic  waste  reusers 

4)  A  course  for  special  waste  generators 

5)  A  course  for  special  waste  disposal  contractors 

6)  A  course  for  special  waste  reusers. 
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2.  The  training  period  of  training  courses,  pursuant  to  Article  57.1,  shall  be 
within  14  days. 


Article  58.  (Training  Plan) 

1.  The  head  of  the  training  institution  shall  submit  a  training  plan  classified  by 
training  courses  for  the  following  year,  pursuant  to  the  stipulations  of  Article  57,  to  the 
Minister  of  Environment  by  30  November  and  shall  obtain  a  permit. 

2.  The  training  plan,  pursuant  to  Article  58.1,  shall  include  the  following: 

1)  A  master  plan  of  trainitig 

2)  The  results  of  training  demand  research  and  the  estimation  of  a  long-term 
training  demand 

3)  The  establishment  plan  of  training  courses 

4)  The  goal,  curriculum,  period,  and  number  of  persons  of  training  by  training 

courses 

5)  The  selection  standards  and  plans  for  individuals  targeted  for  training 

6)  The  compiled  plan  of  teaching  materials 

7)  The  evaluation  methods  of  training  results 

8)  Any  other  necessary  items  for  training. 


Article  59.  (Selection  and  Regletratlon  of  Trainee) 

1.  The  Minister  of  Environment  shall  notify  the  Mayors/Govemors  or  Regional 
Administrators  of  Environmental  Administration  of  its  approval  by  31  January  of  each 
year,  when  the  Minister  of  Environment  has  approved  the  training  plan  pursuant  to 
Article  58. 

2.  The  Mayors/Govemors  or  Regional  Administrators  of  Environmental 
Administration  shall  select  individuals  from  the  following  classifications  in  their 
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jiirisdiction  boundaries  and  shall  notify  the  heads  of  training  institutions  of  the 
nominal  list  by  15  days  before  training  commencement: 

1)  Training  courses  that  Mayors/Gcvemors  should  select  for  individuals 
targeted  for  training  are: 

a.  A  course  for  domestic  waste  disposal  contractors 

b.  A  course  for  large  volume  domestic  waste  generators 

c.  A  course  for  domestic  waste  reusers. 

2)  Training  courses  that  Regional  Administrators  of  Environmental 
Administration  should  select  for  individuals  targeted  for  training  are: 

a.  A  course  for  special  waste  generators 

b.  A  course  for  special  waste  disposal  contractors 

c.  A  course  for  special  waste  reusers. 

3.  The  Mayora/Govemors  or  Regional  Administrators  of  Environmental 
Administration  shall  notify  people  who  hire  individuals  targeted  for  training  of  the 
required  training  immediately,  when  they  have  selected  individuals  targeted  for 
training  pursuant  to  Article  59.2. 

4.  Anyone  who  is  selected  as  an  individual  targeted  for  training  shall  register 
with  the  competent  training  institution  before  training  commences 


Articie  60.  (Report  of  Training  Results) 

The  heads  of  training  institutions  shall  report  the  training  results  of  each  term  (four 
terms  a  year)  to  the  Minister  of  Environment  within  15  days  after  expiration  of  each 
term,  when  they  conduct  training  pursuant  to  Article  40  in  the  Law. 


Article  61.  (Guidance) 

The  Minister  of  Environment  is  entitled  to  have  government  heads  report  on  training 
enforcement,  or  to  submit  the  relevant  data,  and  to  have  relevant  officials  guade 
training  phases,  facilities,  or  other  items  related  to  the  training,  where  necessary. 
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Aiticto  62.  (Cooperation  for  Data  Submiaalon) 

The  waste  disposal  contr'^ctors  or  waste  generators  shall  cooperate  and  submit  data 
for  effective  performance  of  training  pursuant  to  Article  40  in  the  Law,  when  the 
Mayors/Govemors  or  Regional  Administrators  of  Environmental  Administration  ask 
for  submission  of  the  following  data: 

1)  A  nominal  list  of  technical  personnel  attached 

2)  The  actual  conditions  of  personnel  who  have  completed  training 

3)  Any  other  data  necessary  for  training. 


Article  63.  (Training  Expense) 

The  training  institutions  are  entitled  to  collect  actual  expenses  required  for  training 
from  the  employers  of  technical  personnel  who  have  completed  training  up  to  the 
amount  specified  by  the  Minister  of  Environment. 


Article  64,  (Recording  Oetaile  of  Waste  Disposal) 

The  logbooks  that  waste  disposal  contractors  should  record  and  keep,  pursuant  to 
Article  41  in  the  Law,  shall  be  as  follows: 

1)  Domestic  waste  disposal  contractors 

a.  For  domestic  waste  collection  and  transportation  contractors,  the 
“Logbook  on  Domestic  Waste  Collection  and  Transportation”  (Form  No.  35) 

b.  For  domestic  waste  intermediate  disposal  contractors,  the  “Logbook 
on  Domestic  Waste  Intermediate  Disposal”  (Form  No.  36) 

c.  For  domestic  waste  final  disposal  contractors,  the  “Logbook  on  Domestic 
Waste  Final  Disposal”  (Form  No.  37). 

2)  Builders  and  managers  of  domestic  waste  disposal  facilities 

a.  For  builders  and  managers  of  domestic  waste  intermediate  disposal 
facilities,  the  “Logbook  on  Construction  and  Management  of  Domestic  Waste 
Intermediate  Disposal  Facility”  (Form  No.  36) 
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b.  For  builders  and  managers  of  domestic  waste  final  disposal  facilities, 
the  “Logbook  on  Construction  and  Management  of  Domestic  Waste  Final  Disposal 
Facility"  (Form  No.  36), 

3)  For  builders  and  operators  of  special  waste  public  disposal  facilities  and 
special  waste  disposal  contractors,  the  “Logbook  on  Operation  and  Management  of 
Special  Waste  Disposal  Facility”  (Form  No.  38). 

4)  Special  waste  disposal  contractors 

a.  For  special  waste  collection  and  transportation  contractors,  the 
“Logbook  on  Special  Waste  Collection  and  Transportation”  (Form  No.  39) 

b.  For  special  waste  intermediate  disposal  contractors,  the  “Logbook  on 
Special  Waste  Intermediate  Disposal”  (Form  No.  40) 

c.  Special  waste  final  disposal  contractors,  the  “Logbook  on  Special  Waste 
Final  Disposal”  (Form  No.  41). 

5)  For  special  waste  generators  who  construct  and  manage  special  waste 
disposal  facilities,  the  “Logbook  on  Operation  and  Management  of  Special  Waste 
Disposal  Facility”  (Form  No.  42). 

6)  Reporters  of  waste  reuse 

a.  For  reporters  of  domestic  waste  recycle,  the  “Logbook  on  Management 
of  Domestic  Waste  Reuse”  (Form  No.  43) 

b.  For  reporters  of  special  waste  recycle,  the  “Logbook  on  Management  of 
Special  Waste  Reuse”  (Form  No.  44). 

7)  For  manufacturers  or  importers  of  products  that  should  be  collected  and 
disposed  of: 


a.  “Logbook  on  Management  of  Manufacture  and  Import”  (Form  No.  45) 


46). 


b.  “Logbook  on  Management  of  Waste  Collection  and  Disposal”  (Form  No. 
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ArticI*  (Report  on  the  Suepeneion,  Terminetion  of  Bueineee) 

Anyone  who  intends  to  report  the  suspension,  termination,  or  reopening  of  a  business, 
pursuant  to  Article  42  in  the  Law,  shall  submit  an  “Application  for  Suspension, 
Termination,  or  Reopening  of  Business”  attaching  the  following  documents  to  the 
Mayors/  Governors  or  Regional  Administrators  of  Environmental  Administration 
vkrithin  10  days  of  the  suspension,  termination,  or  reopening  of  business.  A  handler, 
designer,  or  builder  of  domestic  waste  disposal  facilities  shall  use  Form  No.  47  and  a 
handler  of  special  waste  disposal  shall  use  Form  No.  48: 

1)  In  the  case  of  suspension  or  termination  of  business: 

a.  A  permit  or  registration  certificate 

b.  The  disposal  plan  of  waste  left  undisposed. 

2)  In  the  case  of  reopening  bvisiness: 

a.  Inspection  results  of  disposal  facilities 

b.  Reserved  conditions  of  technical  abilities  and  documents  that  ensure 
the  qualification. 


Article  66.  (Summary  Report  of  Waste  Disposal) 

According  to  Article  43.1  in  the  Law,  large  volume  domestic  waste  generators  shall  re¬ 
port  the  generation,  disposal,  and  recycling  or  reuse  of  waste  every  year  by  31  January 
of  the  ensuing  year  by  the  following  classifications: 

1)  For  businessmen  of  related  domestic  waste: 

a.  Large  volume  domestic  waste  generators,  pursuant  to  Article  14.1  in 
the  Law,  shall  submit  a  “Summary  Report  on  Large  Volume  Generation  and  Disposal 
of  Domestic  Waste”  (Form  No.  49)  to  the  Mayors/Heads  of  County  and  Ward  who  have 
received  the  report  of  large  volume  generation 

b.  With  regard  to  domestic  waste  disposal  handling  pursuant  to  Article 
17.1  in  the  Law,  collection  and  transportation  contractors  shall  submit  a  “Svurunary 
Report  on  Domestic  Waste  Collection  and  Transportation”  (Form  No.  50);  intermediate 
disposal  contractors  shall  submit  a  “Summary  Report  on  Domestic  Waste  Intermediate 
Disposal”  (Form  No.  51);  and  final  disposal  contractors  shall  submit  a  “Summary 
Report  on  Domestic  Waste  Final  Disposal”  (Form  No.  52)  to  the  Mayors/Govemors 
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c.  The  designers  and  builders  of  domestic  waste  disposal  facilities, 
pursuant  to  Article  21.3  in  the  Law,  shall  submit  a  “Summary  Report  on  Design  and 
Construction  of  Domestic  Waste  Disposal  Facility”  (Form  No.  53)  to  the  Regional 
Administrator  of  Environmental  Administration 

d.  Domestic  waste  reusers,  pursuant  to  Article  31.1  in  the  Law,  shall 
submit  a  “Summary  Report  on  Recycling  and  Reuse  of  Domestic  Waste”  (Form  No.  54) 
to  the  Mayors/tjiovemors  who  have  received  the  reuse  report. 

2)  In  the  case  of  businessmen  of  related  special  wastes: 

a.  Special  waste  generators,  pursuant  to  Article  24.1  in  the  Law,  shall 
submit  a  “Summary  Report  on  Generation  and  Disposal  of  Special  Waste”  (Form  No. 

55)  to  the  Regional  Administrator  of  Environmental  Administration  who  has  received 
the  report  of  generation. 

b.  The  builders  and  operators  of  public  disposal  facilities,  pursuant  to 
Article  25.2,  shall  submit  a  “Summary  Report  on  Special  Waste  Disposal”  (Form  No. 

56)  to  the  Minister  of  Environment. 

c.  Special  waste  disposal  handlers,  pursuant  to  Article  26.1  of  the  Law, 
and  collection  and  transportation  contractors  shall  submit  a  “Summary  Report  on 
Special  Waste  Collection  and  Transportation”  (Form  No.  57);  intermediate  disposal 
contractors  shall  submit  a  “Summary  Report  on  Special  Waste  Intermediate  Disposal” 
(Form  No.  58);  and  final  disposal  contractors  shall  submit  a  “Summary  Report  on 
Special  Waste  Final  Disposal”  (Form  No.  59)  to  the  Regional  Administrator  of 
Environmental  Administration. 

d.  Special  waste  reusers,  pursuant  to  Article  31.1  in  the  Law,  shall 
submit  a  “Summary  Report  on  Recycling  and  Reuse  of  Special  Waste”  (Form  No.  60) 
to  the  Regional  Administrator  of  Environmental  Administration  who  has  received  the 
reuse  or  recycling  report. 
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5.  Supplementary  Provisions 

Article  67.  (Report  of  Business  Closure  and  Post-Management  of  Waste  Disposal 
Facility) 

According  to  Article  47.1  in  the  Law,  anyone  who  intends  to  close  or  terminate  a  wstste 
disposal  facility  shall  submit  an  “Application  for  Terminating/Closing  Business”  (Form 
No.  61)  accompanied  by  a  post-management  plan  of  waste  disposal  facility  (limited  to 
the  landfill  facility)  to  the  Regional  Administrator  of  Environmental  Administration 
by  1  month  (3  months  for  landfill  facilities)  before  the  date  of  closure  or  termination 
of  the  facility. 


Article  68.  (Orders  for  Post-Management  Measures) 

According  to  Article  47.2  in  the  Law,  the  Regional  Administrators  of  Environmental 
Administration  are  entitled  to  order  anyone  who  terminates  or  closes  down  a  landfill 
facility  that  has  filled  up  with  waste  to  take  measures  for  post-management  of  the 
following; 

1)  Operation  of  leachate  disposal  facilities 

2)  Disposal  of  generating  gas 

3)  Inspection  of  a  ground  water  pollution  level 

4)  Inspection  of  filled-up  land  stability 

5)  Inspection  of  the  surrounding  environment  damage. 


Article  69.  (Notification  of  Faciiities  Requiring  Post-Management  Deposit) 

The  notification  of  post-management  deposit  to  facilities  targeted  for  payment, 
pursuant  to  Article  29.1  of  the  Presidential  Decree,  shall  follow  Form  No.  62. 
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Article  70.  (Submission  of  Expense  Details  Required  for  Poet-Management) 

Pursuant  to  Article  29.2  of  the  Presidential  Decree,  the  builders  of  facilities  targeted 
for  payment  of  post-management  deposit  shall  submit  an  “Expense  Details  Required 
for  Post-Management”  (Form  No.  63)  with  the  following  attachments  to  the  Minister 
of  Environment  within  i  month  after  receipt  of  a  notification,  pursuant  to  Article  69; 

1)  Calculated  itemized  expenses  required  for  post-management,  by  year 

2)  Details  of  pre-deposit  (limited  to  those  who  reserve  post-management 
deposit  in  advance). 


Article  71.  (Notification  for  Payment  of  Poet-Management  Deposit) 

The  notification  for  payment  of  post-management  deposit,  pursuant  to  Article  29.3  of 
the  Presidential  Decree,  shall  follow  Form  No.  29. 


Article  72.  (Request  for  Refunding  Post-Management  Deposit) 

Anyone  who  intends  to  get  return  of  postrmanagement  deposit,  pursuant  to  Article  35.1  in 
the  Presidential  Decree,  shall  submit  an  “Application  for  Return  of  Post-Management 
Depont”  (Form  No.  64)  with  an  attachment  of  “expenditure  details  of  post-management 
e^qpense”  to  the  Minister  of  Environment 


Article  73.  (Writlsn  DeeWon  for  Rehmding  Post-Management  Dspoeit) 

A  written  decision  for  repayment  post-management  deposit  pursuant  to  Article  35.2  in 
the  Presidential  Decree,  shall  follow  Form  No.  33. 


Article  74.  (Submission  of  Payment  Plan  for  Pre  Reserved  Deposit) 

The  builder  of  a  landfill  facility  targeted  for  pre-reserved  deposit  of  post-management 
deposit,  pursuant  to  article  36.2  in  the  Presidential  Decree,  shall  submit  a  “Reserving  Flan 
of  Pre-DepositT  (Form  No.  65)  with  attadunents  of  “Details  of  annual  estimated  e]q)ense  for 
post-management”  and  “Deposit  plan”  to  the  Minister  of  Environment 


lit 
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AiUdt  75.  (NoWIcttion  for  Paymsrit  of  Put  neoervod  Deposit) 

Tlw  notification  fw  payment  of  pre-reserved  depoeit,  pursuant  to  36.3  in  the  Presidential 
Decree,  shall  fbUow  Pram  No.  29. 


Article  76.  (Refund  Balanos  of  Pra-Rsservsd  Deposit) 

Hie  return  of  the  balance  of  pre-reserved  amount,  pursuant  to  Article  37  in  the  Presidential 
Decree,  shall  follow  Form  No.  33. 


Article  77.  (Attactiment  Documents  %vith  Lend  Uee  Plan) 

The  attached  document  that  should  be  accompanied  by  a  ‘land  Use  Plan,”  pursuant  to 
Article  38.2  in  the  Presidential  Decree,  shall  be  a  drawing  of  the  land  where  the  plan  will 
be  implemented. 


Article  78.  (NotHIcatlon  of  a  Period  for  Land  lisa  Restriction) 

The  notification  of  land  use  and  restriction  period,  pursuant  to  Article  38.3  in  the 
presidential  Decree,  shall  follow  Form  No.  66. 


Article  79.  (Report  of  Domestic  Waste  Dispoeal  Progrees  by  Mayors/Govemors) 

According  to  Article  54.1  of  the  Law,  the  MayoiwUovemors  shall  report  the  annual  disposal 
results  in  their  jurisdictional  areas  with  the  form  specified  by  the  Minister  of  Environment 
by  February  (rf*  the  following  year  to  the  Minister  of  Environment 


Article  80.  (Handing  Fee  for  Permits,  etc.) 

1.  According  to  Article  55  in  the  Law,  the  handling  fee  that  should  be  paid  by  people 
who  intend  to  register  design  and  construction  or  obtain  permits  for  domestic  or  special 
waste  diq)oeal  services  are  given  in  Table  21  in  the  Aimex  to  this  Order. 


2.  The  handling  fee,  pursuant  to  Article  80.1,  shall  be  paid  by  revenue  stamps,  in  cases 
where  the  authorities  concerned  with  permit  and  repstration  are  the  Afinister  of 
Environment  or  Regional  Administrators  cf  Environmental  Administration,  or  by  revenue 
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stampa  of  the  ocnnpetent  local  govemmenta,  in  caaea  where  the  authoritieB  oonoemed  are 
the  Mayora^Govemora  or  Mayora/Heada  c£  Cminty  and  Ward. 


Ailicto  81.  (Critaria  for  Adminicinrtivo  Moosuroo) 

1.  Hie  criteria  for  adminiatrative  meaaurea,  purauant  to  Article  56  in  the  law,  are 
given  in  Table  22  in  the  Annex  to  thia  Order. 

2.  Hie  Miniater  oi  Environment,  Mi^yora^vemora,  or  Regional  Adminiatratons  of 
Environmental  Administration  may  waive  a  criterion  of  administrative  measures  in  Table 
22,  in  cases  where  th^  judge  that  the  extent  of  an  anticonstitutional  act  is  nc^  serious,  or 
that  it  is  required  for  environmental  preservation  and  protection  of  public  health. 


Articio  82.  (Hooring  ProooM) 

1.  When  the  Minister  of  Environment  or  Mayors/Govemors  intend  to  hold  a  hearing, 
pursuant  to  Article  57  in  the  law,  they  shall  notify  the  person  who  receives  the  order  or  a 
proxy  of  the  written  reasons,  time,  and  location  of  audience  by  7  dq)^  before  the  hearing. 

2.  The  person  who  receives  the  order  or  the  proxy  notified  of  a  hearing,  pursuant  to 
Article  82.1,  shall  attend  the  designated  hearing  and  state  or  submit  an  opinion  by  written 
documents. 

3.  When  the  perstm  who  receives  the  order  (xr  the  proxy  attends  the  designated  hearing 
and  states  his  opinion,  pursuant  to  Article  82.2,  the  ofBdals  shall  record  the  statement  and 
have  a  confirmation  and  signature  cS  the  attendant  concerned. 

4.  The  hearing  notification,  pursuant  to  Article  82.1,  shaU  specify  that  it  is  regarded 
as  abandonment  (rf*  importunities  for  opinion  statements  when  those  concerned  do  not 
respond  to  notification  of  a  hearing  without  sufficient  reason. 


Article  83.  (Consignment  Of  Managamant  and  Operation  Of  Waste  DitpoMi  Facilities) 

Pursuant  to  Article  58.2  of  the  Law,  the  Minister  of  Environment  is  entitled  to  entrust  the 
management  and  operation  of  public  disposal  facilities,  already  constructed  by  stipulation 
of  Article  25.2  in  the  Law,  to  the  Environmental  Management  Corporation  or  another 
qualified  person  whose  ability  to  manage  and  operate  is  accredited  the  Minister  of 
Environment 
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Articte  84.  (ProoaduiM  for  Charging  FInaa) 

Article  42.4  the  Presidential  Decree  stipulates  that  the  revenue  agency’s  official 
regulations  apply  in  those  cases  where  the  Regional  Administrators  of  Environmental 
Administration  charge  a  fine,  and  the  regulations  of  the  concerned  local  government  iqpply 
to  these  cases  where  Mayor^Govemors  charge  a  fine.  In  both  cases,  the  charging  officer 
shaU  note  the  rebuttal  procedure  and  period  in  the  notification  of  imposition. 
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Addenda  to  the  Prime  Minister  Order 


Article  1.  (Enforcement  Dele) 

Ttiis  Regulaticm  shall  be  effective  fiom  the  of  promulgation  of  this  Regulation.  However, 
the  stipulation  of  ooilection  and  transportation  standards  in  Table  11  (l.e,  li)  whall  be 
effective  an  1  March  1982,  and  the  Btipulations  2.e  and  2.f  of  Table  11  in  the  Annex  to  this 
Order  shall  be  effective  on  1  January  1993. 


Article  Z  (kiterim  Meaeuret  on  CoHedion,  Transportation  Standards  of  Domestic 
Wasle  or  Industrial  Waste  Disposal  Services) 

The  collection,  transportation,  disposal  standards  and  method  of  waste,  construction  and 
management  standards  of  waste  disposal  fiidlities,  the  recording  and  keeping  cf  a  logbook, 
and  the  criteria  for  administrative  measures,  which  apply  to  those  who  have  obtained 
permits  of  domestic  or  industrial  waste  disposal  services  whose  businesses  b^an  befine  the 
date  of  permission  for  domestic  or  special  waste  disposal  services,  pursuant  to  Article  2  in 
the  Addenda  of  the  Law  at  the  time  of  implementation  of  this  Regulation,  shall  follow  the 
previous  stipulation  before  the  date  of  permission. 


Artide  3.  (Inlerim  Mcmutm  on  Waste  Dteposal  Faeiti^) 

Among  the  waste  disposal  facilities  that  become  new  special  waste  disposal  facilities 
pursuant  to  Article  4  of  the  Presidential  Decree  and  TaUe  15  ofthis  Regulation,  the  &cilitiee 
in  qieration  before  implementation  of  this  R^ulation  shall  be  regarded  as  special  waste 
diqxsal  fiKalities  appropriate  to  this  Regulation.  However,  the  ".^iplicatkm  fin*  Constructicm 
Afqnoval  of  Special  Waste  Disposal  Facility,”  pursuant  to  Article  38,  shall  be  submitted  to 
the  R^onal  Administrator  of  Environmental  Administration  who  has  jurisdiction  over  a 
district  of  the  facility  30  June  1992. 
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Aflicto  4.  Antarim  Mmmuiw  on  Annttft<itk?n  fof  Aooravil  of  WmIb  Disoosol  FscilWoo) 

The  applici^on  for  approval  of  waste  disposal  (adlitiee  that  has  been  carried  out  by  the 
previous  stiinilations  before  implementation  of  this  Regulation  shall  be  regarded  as  an 
approval  application  appropriate  to  the  stipulations  of  Article  16  or  38. 


Articio  S.  Ontorim  IIIOMuroB  on  Dtepooal  of  Special  WoBle  Including  Sludge) 

The  melting  or  cracking  of  waste  synthetic  hi^  polymers  in  Table  1  of  the  Presidential 
Decree,  the  sludge  from  wastewater  disposal  or  manufiacturing,  waste  plaster,  or  waste  lime, 
of  which  the  water  content  is  less  than  85  percent,  and  waste  asbestos  or  animal  leftovers 
may  be  diqxised  by  landfilling  in  the  domestic  waste  landfill  until  31  Deoonber  1993  in  spite 
of  the  stipulations  of  group  d,  e.  i,  or  k  in  Table  12.2. 


Article  6.  (IntBrimMeaBurBB  on  Application  Of  AdmIniBtrativo  Actions) 

The  previous  stipulations  of  the  Waste  Management  Enforcement  Regulation  shall  be 
applied  to  the  administrative  actions  fiir  unconstitutional  acts  onnmitted  before  implementa¬ 
tion  of  this  Regulation. 

Article  7.  (Relation  vdth  Other  Statute 

At  the  time  of  implementation  of  this  Regulation,  any  Law  or  Ordinance  that  quotes  the 
stipulations  of  the  previous  Waste  Management  Enforcement  Regulation,  if  there  are 
equivaloit  stipulations  in  this  Regulation,  shall  be  regarded  as  quoting  fixnn  this  Regulation 
m’  its  provisions. 
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Annex  to  the  Prime  Minister  Order 


IMeAl.  HsiogsnfmiyoaiiipoundioonMmd  In  vMtIiorgMilc  solvents  (raMMi  to  Article  2.1) 


1.  DichloroiTielhane 

2.  Trichloromelhane 

3.  Tetrachioramethane 

4.  DichlofDdUluoromelhane 

5.  Trichtorofluoromethane 

6.  Dichloroethane 

7.  TricWofoethane 

8.  TricNorotrifluoroethane 


9.  Trichloroethylene 

10.  Tetrachloroethylene 

11.  Chlorobenzene 

12.  Dichlorobenzene 

13.  Monochlorophenol 

14.  Dichlorophertol 

15.  Trichlorophenol 


l■DWA^  mlfMWOQtn  IVIMy  OOffipOUnai  CXjnVnN  in  IMHi  (VBMIC  WNVWn  (l«MKI  10  AfllCIB 


1.  Glyoerollriaoelate 

2.  n-Butylaloohol 

3.  n-Hexane 

4.  Nitrobenzene 

5.  Decahydronaphthalene 

6.  Dimelhylsulfide 

7.  Dimelhyltormamide 

8.  Diacetin 

9.  Dielhyleneglycol 

10.  Dielhytsultoxide 

11.  Diethyleneether 

12.  Dioxan 

13.  Methanol 

14.  Melhylaoetale 

15.  Melhylelhyflcetone 

16.  Melhylisobulhylketon 

17.  Melhylphenol 

18.  Benzene 

19.  Buthylaoelale 

20.  CydohexarKKie 

21.  Cydohexane 

22.  Aoelone 


23.  Ethanol 

24.  Ethyleneglyool 

25.  Elhyiglyool 

26.  Ethybenzene 

27.  Ethylacetale 

28.  Ethylelher 

29.  Ethylphenol 

30.  Buthanol 

31.  Propanol 

32.  Kerosene 

33.  Cresol 

34.  Xylene 

35.  Terpentin 

36.  Telrahydronaphihalene 

37.  Tetrahydrofuran 

38.  Toluene 

39.  Trielhyleneglyool 

40.  Phenol 

41.  Fonnaldehyde 

42.  Propyleneglyool 

43.  Pyridin 


IMtoAa.  Hmmiem  mitthnn  coitilind  In  titg,  mm  moMnQ  ind.  mm  and,  mm  Iw  rwltin 
iiiiliilil»,pi»CMo>  policy.  lnclnwillonirtiM,«ti»fc>ngcrioicl>ylngdhpoMinM<irWi.wiMl»c^^ 
wM<taclMrttiit^wwwltibtoit»f«.«ndalutloi(wliiw<loArtlcl>2^ 

1.  Laad  or  its  compounds  (limited  to  the  leed  contents  with  3  mg  per  L  or  more  in  the  extraction  liquid  as  a 
result  ol  extraction  procedure  test  by  the  official  test  method  for  waste) 

2.  Copper  or  Ms  compounds  (copper  contents  with  3  mg  per  L  or  ttxxe  in  the  extraction  liquid) 

3.  Arsenic  or  Ms  compounds  (arsenic  contents  with  1.5  mg  per  L  or  more  in  the  extraction  liquid) 

4.  Mercury  or  Ms  compounds  (mercury  contents  wMh  0.005  mg  per  L  or  more  in  the  extraction  liquid) 

5.  Cadmium  or  Ms  compounds  (cadmium  contents  wMh  0.3  mg  per  L  or  more  in  the  extraction  liquid) 

6.  Hexavalent  chrorruum  or  its  compounds  (hexavaient  chromium  contents  wMh  1.5  mg  per  L  or  more  in  the 
extraction  liquid) 

7.  Cyanide  oompourxis  (cyanide  contents  wMh  1  mg  per  L  or  more  in  the  extraction  iquid) 

8.  Organic  phosphorus  compounds  (organic  phosphorus  contents  wMh  1  mg  per  L  or  more  in  the  extraction 
liquid) 

9.  Tetrachloroethylene  (tetrachloroethyiene  contents  with  0.1  mg  per  L  or  more  in  the  extraction  liquid) 

10.  Trichloroelhylene  (trichloroethylene  contents  wMh  0.3  mg  per  L  or  more  m  the  extraction  liquid) 


iflDi9  A#,  spmow  wiQ  mwiocM  for  oosonions  ooniiioiuiimis  ono  onpom  cm  ooniooiic  wot  lO 

AilicioT) 

1 .  In  case  of  collection  and  transportation: 

a.  Domestic  waste  shal  be  ooMectad  regularty  in  order  of  (fisposal  appropriate  to  generating  volume  and 
pecuKarMies  by  areas  and  seasons. 

b.  Domestic  waste  shal  be  ooteded  and  trwrsported  by  mechanical  lifting  methods  as  far  as  posslrle 
after  considerations  of  given  area  oondMiorts. 

c.  Steps  shal  be  taken  to  avoid  domestic  waste  being  blown  off  or  dropped,  offensive  odors  emMted, 
and  sewage  being  effused  from  the  odection  arxJ  transportation  equipmenL 

d.  Vehicles  that  have  airtight  cargoes  shall  be  t^ed  for  long  distanoe  transportation  by  w^  of  other 
cMias,  counties,  or  wards. 

e.  Raising  dust  and  blowing  domestic  waste  shall  be  avoided  on  the  return  after  discharging  domestic 
waste  into  disposal  fadlMies. 
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f.  The  ooNction  and  tanaportalion  equipment  shaB  always  be  kept  neat  and  dean. 


2.  In  case  of  dnposal: 


a.  Common  Hems: 


(1)  Blowing  or  dropping  domestic  waste  text  dischaiging  offensive  odors  shall  be  avoided  by  using 
proper  disposal  procedures  tor  domestic  waste. 

(2)  Disposal  areas  of  domestic  waste  shal  receiva  necessary  measures  such  as  applying  poisons 
so  that  nts  or  harmiul  insects  such  as  lies  or  mosquitoes  canrxjt  be  generated  and  bred. 


b.  Separate  criteria: 


(1)  Landfiing  standards  and  methods: 

(a)  The  domestic  waste  shall  be  landfiled  only  in  piaoes  signed  as  ‘Landliing  Area  for 
Domestic  Vitaste.*  However,  in  case  of  larKlIKng  one  kind  of  domestic  waste  or  two  kinds  or  mote  of  domestic 
waste  ttiat  do  not  requite  measures  tor  water  polution  protection,  the  types  of  waste  shal  be  reoordsd  on  the 
iandfiMng  area  mark  and  only  the  appropriate  domestic  waste  shal  be  filed. 

(b)  After  work  ccmpialion  of  each  day,  daly  covering  up  wHh  sol  cf  thickness  of  15  cm  or  more 
shal  be  conducted  by  using  sd,  day  or  similar  materials  (hereinafter  referred  to  as  “covering  up  soir). 
intennedate  covering  up  wHh  thickness  of  30  om  a  trxxe  when  landfiling  has  been  suspended  more  than  7 
days  and  final  covering  up  wHh  thickness  of  SO  cm  or  more  when  the  use  of  landfilfing  areas  has  been 
oompletod  shal  be  conducted.  However,  daly  and  intermedtete  covering  may  not  be  conducted,  in  cases 
where  domestic  waste  that  does  not  emH  offensive  odors  or  be  blown  off,  such  as  briquette  cinders  or  other 
todnetalion  leftovers,  pieces  of  pottery  or  shels,  etc.,  which  are  net  dassHied  as  special  waste,  is  landfiled. 

(c)  When  toe  domestic  waste  that  contans  40  percent  and  more  of  septic  materials,  such  as 
food  leftovers,  stodge,  or  animal  leftovers,  which  are  not  classified  as  spedai  waste,  is  landfiled,  H  shal  be 
covered  up  wHh  sol  before  toe  domestic  waste  reaches  a  height  of  3  m. 

(d)  The  generating  leachate  shal  be  treated  unti  H  reaches  toe  generating  permit  standads 
cf  pdtotant  materials  pursuant  to  Table  5  in  this  Arviex,  in  cases  where  there  is  toe  posstoity  cf  water  polution 
due  to  toe  leachate  generated  from  toe  domestic  waste  landfiing  sites. 

(e)  Where  domestic  waste  inappropriate  to  (fired  landfiing  in  domestic  waste  tendfiMng  sites, 
such  as  stodge,  etc.,  is  lartofiled,  H  shal  be  larxlfied  (xily  after  conducting  pratreatment  pursuant  to  the 
standwds  arto  methods  notified  by  toe  Minister  of  EnvironmenL 

(2)  Standards  and  methtxlB  of  todneralion: 


(a)  Domestic  waste  shal  be  indnerated  in  incineration  fadlties. 

(b)  Offensive  odors  and  (tost  shal  not  be  dscharged  in  the  outside  of  the  tocineralion  fadties. 
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(3)  The  doposal  standante  and  methods  in  the  facilities  of  compacting,  shredding,  and  compost 
pursuant  to  the  stipulations  of  Article  3.3  and  4  of  the  Presidential  Decree  shaH  be  followed.  The  noise, 
oNsnsive  odors,  Arst.  or  sludge  generated  during  the  disposal  of  domestic  waste  shaH  not  interfere  with  the 
surrounding  living  environments. 

(4)  The  dispoeal  standards  and  methods  in  the  Asposal  facilities  of  domestic  waste  pursuant  to  the 
stipulations  of  Article  3.5  in  the  Presidential  Decree  shaH  be  followed.  The  noise,  offensive  odors,  dust,  or 
sludge  generated  during  the  Asposal  of  domestic  waste  shaH  not  interfere  with  the  surrounding  living 
environments. 


TataisAS.  Dslailadatendarda  far  coleetlon.  transportation,  and  dteposteefdomsetfc  waste  by  large  volume 
generators  (related  to  Artlols  9) 

1.  Detailed  standards  for  collection  and  transportation: 

a.  Recycling,  combustible,  and  noncombustHsle  domestic  waste  shall  be  collected  and  transported  by 
the  classification  of  waste.  However,  the  classification  may  be  different  from  the  classification  coHection  plan 
of  the  City/County/Ward  or  the  locational  conditions. 

b.  Transportation  equipment  shaH  be  cleaned  so  as  not  to  raise  dust  and  blow  trash  on  the  return  after 
discharging  domestic  waste  into  larxlfilling  sites. 

2.  Detailed  standards  for  disposal; 

a.  Detailed  standards  tor  larKifilling; 

(1)  The  sign  of  ‘Domestic  Waste  LandfiH  Area”  shaH  be  provided  at  the  gate  with  a  height  of  100  cm 
or  more,  100  cm  or  more  wide  and  SO  cm  or  more  long.  In  the  sign,  address,  name,  and  phone  number  of 
the  manager  shaH  be  recorded. 

(2)  After  completion  of  each  day's  work,  wastes  shaH  be  covered  up  with  soil  materials  to  a 
thickness  of  15  cm  or  more;  an  intermediate  ooverkig  with  a  thickness  of  30  cm  or  more  is  required  when 
larKlfWing  has  been  susperxled  more  than  7  days;  and  a  final  covering  with  a  thickness  of  50  cm  or  more  is 
required  when  the  use  of  landfiHing  areas  has  been  completed.  However,  daily  and  intermediate  covering 
need  not  be  conducted  where  the  landfHled  domestic  waste  does  not  emit  offensive  odors  or  cannot  be  blown 
off,  such  as  briquette  cinders  or  other  incineration  leftovers,  pieces  of  pottery,  or  shells,  etc.,  which  are  not 
classified  into  special  waste. 

(3)  When  landMed  domestic  waste,  which  is  not  classified  into  special  waste,  contains  40  percent 
or  nrore  of  septic  materials,  such  as  food  leftovers,  sludge,  or  animal  leftovers,  it  shall  be  covered  with  soil 
before  the  domestic  waste  reaches  a  height  of  3  m. 
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b.  Disposal  standards  and  methods  except  2.a  through  2.d  in  Table  2  of  the  Presidential  Decree: 

(1)  The  disposal  standards  and  methods  in  compacting,  shredding,  arxJ  composting  facilities 
pursuant  to  the  stipulations  of  Article  3.3  and  4  of  the  Presidential  Decree: 

The  noise,  offensive  odors,  dust,  or  sludge  generated  during  the  disposal  of  domestic  waste 
shall  not  interfere  with  the  surrounding  living  environments. 

(2)  The  disposal  standards  and  methods  in  the  disposal  facilities  of  domestic  waste  pursuant  to  the 
stipulations  of  Article  3.5  in  the  Presidential  Decree: 

The  noise,  offensive  odors,  dust,  or  sludge  generated  during  the  disposal  of  domestic  waste 
shaH  not  interfere  with  the  surrounding  living  environments. 


Table  A6.  Storaoa  facMMiee  tar  domeeUc  waste  or  enwiriirtlnn  standards  of  containers  frelsted  to  Article 
10) 

1.  The  domestic  waste  storage  facilities  or  containers  shall  be  constmcted  to  meet  the  following  cnteria. 
However,  storage  facilities  or  containers  for  recycling  domestic  waste  are  excluded.  The  facilities: 

a.  Shall  be  made  of  water-resisting  materials  such  as  metal  or  plastic 

b.  ShaM  be  easy  to  collect  and  transport 

c.  Shall  have  a  cover  arxf  be  made  enclosed  except  for  the  cover  opening 

d.  Shall  have  sufficient  capaoties  or  containers  of  sufficisnt  size  so  that  the  domestic  waste  does  not 
overflow. 

2.  The  storage  facilities  or  containers  for  domestic  waste  shall  be  constiucted  so  as  to  separate  and  store 
domestic  waste  by  these  classifications:  recydstole,  combustible,  and  noncombustible  domestic  waste. 
However,  the  classification  and  construction  standards  may  be  different  from  the  classification  collection  plan 
of  the  City/County/Ward  or  the  locational  conditions. 


Table  A7.  Penult  leouireinenta  tar  domeatic  waate  dtaooaal  aeivice  (retalad  to  Article  12). 
1.  Domestic  waste  collection  and  transportation  services: 

a.  Special  city  of  Seoul  and  cities  under  direct  control  of  the  national  government: 

(1)  Capital  stock  or  estimated  property:  20,000,000  won  or  more 


(2)  Laboratory:  15  m^  or  more  actual  size 
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(3)  Fadities  and  equipment: 

•  1  or  more  transportation  vehide  equipped  with  enclosed  cargoes  (15  m*  or  more  of 
capacity) 

•  1  or  more  transportable  compressor  or  compression  vehicle 

•  1  or  more  vehicles  equipped  with  mechanical  lifting  system 

(4)  Technical  abilities:  12  or  more  employees  for  collection  and  transportation 

b.  Cities  having  population  of  500,000  or  more  (excluding  Special  arxf  direct  control  cities,  defined  in 
category  a): 

(1)  Capital  stock  or  estimated  property:  10,000,000  won  or  more 

(2)  Laboratory:  15  m^  or  more  actual  size 

(3)  Facilities  and  equipment: 

•  1  or  more  transportation  vehicle  equipped  with  an  enclosed  cargo  (15  rri’  or  rrxye  of 
capacity) 

•  1  or  more  transportable  compressor  or  compression  vehicle 

(4)  Technical  abilities:  8  or  more  employees  for  collection  and  transportation 

c.  Cities  having  population  less  than  500,000: 

(1)  Capital  stock  or  estimated  property:  8,000,000  won  or  more 

(2)  Laboratory:  10  m^  or  more  actual  size 

(3)  Facilities  and  equipment:  1  or  more  transportable  compressor  or  compression  vehicle 

(4)  Technical  abilities:  4  or  more  employees  for  collection  and  transportation 

d.  Military  areas: 

(1)  Capital  stock  or  estimated  property:  5,000,000  won  or  more 

(2)  Laboratory:  10  m'  or  more  actual  size 

(3)  Facilities  and  equipment:  1  or  more  vehicle  for  transportation 

(4)  Technical  abilities:  4  or  more  employees  for  collection  and  transportation 
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2.  IntMmeciate  domestic  waste  disposal  services: 

a.  Spedatized  in  indneration: 

(1)  Capital  stock  or  estimated  property:  SCX), 000,000  won  or  more 

(2)  Office:  33  m’  or  more  actual  size 

(3)  Latxvatory:  33  nf  or  more  actual  size 

(4)  Facilities  and  equipmerrt: 

•  lr)dneration  facilities  having  an  indneration  capacity  of  5  tons  or  more  per  day 

•  One  a  more  sets  of  experimental  equipment  to  monitor  the  SQ,  HCI,  nitrogen  oxide,  and 
particulate  matter  of  pollutant  substances  in  generating  gas. 

(5)  Technical  abilities: 

•  One  or  more  waste  disposal  an^neer  of  first  rate  or  air  environmental  engineer  of  first 
rats 

•  One  or  more  chemical  engineer  of  first  rate 

•  One  or  more  mechanical  en^neer  of  first  rate 

•  One  or  more  electrical  engineer  of  first  rate. 

b.  Specialized  in  compaction,  shredding,  and  compost  pursuant  to  the  stipulations  of  Article  3.3  and  3.4 
of  the  Presidential  Decree: 

(1)  Capital  stock  or  estimated  property:  200,000,000  won  or  more 

(2)  Office:  15  m’  or  nrxxe  actual  size 

(3)  Facities:  disposal  facilities  having  a  disposal  capacity  of  5  tons  or  rtxrre  per  day 

(4)  Technical  abilities: 

•  One  or  more  waste  disposal  engineer  of  second  rate,  air  environmental  engineer  of 
second  rate,  water  environmental  engineer  of  second  rate,  or  noise-vibration  engineer  of 
seoorxJ  rate 


One  or  more  chemical  engineer  of  second  rate,  mechanical  engineer  of  second  rate,  or 
electrical  engineer  erf  secorxl  rate 


c.  Spacializad  in  domaalic  «rastB  disposal  pursuant  to  the  stpuialtons  of  Article  3.5  of  the  Presidential 
Decree: 

(1)  Capital  stock  or  estimated  property:  50,000,000  won  or  more 

(2)  Office:  15  m*  or  more  actual  size 

(3)  Facilities:  disposal  facilities  having  disposal  capacity  of  5  tons  or  more  per  day 

(4)  Technical  abities:  One  or  more  waste  disposal  engineer  of  first  rate  or  water  environmental 
engineer  of  first  rate 

3.  Final  domestic  waste  disposal  services: 

a  Capital  stock  or  estimated  property:  300,000,000  won  or  more 
b.  Office:  33  m*  or  more  actual  size 
a  Laboratory:  15  m’  or  more  actual  size 

d.  Facilities  and  equipment: 

•  Landfiing  tacities  having  size  of  3,300  irf  or  more  or  potential  landfilling  capacity  of  10,000 
m’  or  more 

•  One  or  more  sets  of  experimental  equipment  to  monitor  generation  pennit  standards  of 
poltutant  substances  pursuant  to  Tstole  5  in  the  Enforcement  Regulation  of  the  Waste 
Environmental  Presenration  Law 

•  One  or  more  bulldozers  having  a  weight  of  15  tons  or  nxire 

•  One  or  more  excavators  having  a  bucket  capacity  of  0.6  nf  or  more. 

e.  Technical  abilities: 

•  One  or  more  waste  disposal  engineer  of  first  rale  or  water  environmental  engineer  of  first  rate 

•  One  or  more  civil  engineer  of  first  rate  or  electrical  engineer  of  first  rate 

Note: 

1.  Where  a  corporation  or  an  individual  intends  to  obtain  a  permit  for  two  or  more  dHferent  types  of 
domestic  waste  dsposal  services  and  to  obtain  a  permit  for  two  or  more  areas  with  a  same  domestic  waste 
(fispoeal  service  or  two  or  more  specializations  of  (fisposal  services,  the  permit  requirements  for  capital  stock 
or  property  shall  follow  the  largest  amount  of  each  capital  or  property  requirements. 

2.  Where  a  corporation  or  an  individual  intends  to  obtain  a  permit  for  two  or  rrfore  dHferent  types  of 
domestic  waste  disposal  services  and  to  obtain  a  permit  for  two  or  more  areas  with  a  same  domestic  waste 
(fisposal  senrice  or  two  or  rrKxe  specializations  of  (fisposal  services,  offices,  laboratories,  faculties  and 
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equipment,  or  technical  abilities  may  be  shared.  However,  equipment  and  technical  abilities  of  domestic  waste 
collection  aixf  transportation  services  shall  not  be  shared. 

3.  The  first  rate  of  engineer  in  technical  abilities  may  be  replaced  with  the  second  rate  of  corresponding 
engineer  who  has  been  engaged  in  the  conesponding  field  for  2  or  more  years.  However,  where  a  corporation 
or  an  individual  intends  to  obtain  a  permit  for  two  or  more  different  types  of  domestic  waste  disposal  services, 
permit  requirements  for  technical  abilities  that  require  two  or  more  engineers  of  first  rate  shall  not  permit  one 
of  the  two  engineers  to  be  replaced  with  the  second  rate  of  conesponding  engineer. 

4.  Concerning  pemnit  requirements  for  laboratory  appliances,  the  Mayors/Govemors  are  entitled  to 
exempt  fulfillment  of  a  part  of  laboratory  appliances,  in  cases  where  the  Mayors/Govemors  recognize  that  those 
appliances  are  not  necessary  for  the  business  type  and  waste  from  the  business. 

5.  Concerning  permit  requirements  for  equipment,  supplementary  bulldozers  and  excavators  shall  be 
secured,  in  consideration  of  working  capability  of  each  equipment  and  amount  of  work  done  per  day. 


Table  A8.  Corwtmcbon  standards  of  domestic  waste  disposal  facilities  (reiated  to  Article  15). 

1.  Landfills: 

a.  Landfill  shall  be  cordoned  with  1 .5  m  or  higher  wire  fence  to  control  access  of  people  or  animals. 
Such  fences  may  not  be  needed  if  the  site  is  naturally  isolated  or  in  a  secured  area. 

b.  A  sign  ‘Domestic  Waste  Landfill  Area,”  which  is  larger  than  100  cm  x  50  cm,  shall  be  posted  at  the 
locations  where  it  is  easy  to  get  access  and  where  many  people  go  through.  The  sign  shall  include  the 
address,  name,  and  phone  number  of  the  manager. 

c.  The  retaining  wall  or  the  embankment  that  prevents  outflow  of  domestic  waste  shall  be  constructed 
safely  to  retain  and  stand  the  load  of  landfilled  domestic  waste. 

d.  A  weighing  facility  that  can  measure  incoming  domestic  waste  shall  be  established.  However,  it  may 
be  excluded  in  the  case  where  the  Minister  of  Environment,  Mayors/Govemors,  or  Regional  Administrators  of 
Environmental  Administration  recognize  that  a  weighing  facility  is  unnecessary. 

e.  The  floor  of  landfill  facilities  shall  be  structured  without  settlement. 

f.  Four  or  more  ground  water  monitoring  wells  shall  be  constructed  around  a  landfill  area  to  check 
whether  underground  water  is  polluted  or  not. 

g.  To  prevent  outflow  of  leachate  from  the  landfill  facilities,  the  side  and  bottom  of  landfill  facilities  shall 
be  treated  for  watertightness  by  use  of  watertight  materials  such  as  clay  or  high  density  polyethylene,  as 
appropriate  to  the  types  and  landfill  height  of  domestic  waste.  However,  where  the  water  penneability 
coefficient  of  soil  of  the  side  and  bottom  of  landfill  facilities  is  less  than  1/10,000,000  cm  per  second,  or  where 
it  is  already  more  than  equal  to  the  effect  of  watertightness,  additional  treatment  may  be  excluded. 
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(1)  In  CM*  gl  uting  high  dsnsily  polyMiytene  or  synthMc  resins  of  msisrials  oorresponcing  to  high 

OBnoWf  pQffWmfflmm* 

On*  or  more  ply  with  1  mm  or  more  of  thickness  of  each  shall  be  laid  on  and  30  cm  or  more  of 
day  Shan  be  added  on  Ihe  top  and  bottom  of  the  watertight  malsrials. 

(2)  In  csM  of  using  a  kind  of  day,  such  as  day,  bentonita,  etc:  the  water  pemieabiltty  coefficient 
shaH  be  less  than  1/10,000,000  cm  per  1  secorxl  with  75  cm  or  more  of  thickness. 

(3)  In  caaM  using  other  watertight  materials:  ttre  landM  shal  be  treated  to  have  watertight  effects 
oorrsspondtog  to  (1)  or  (2). 

h.  A  catch  basin  to  odted  leachate  on  the  bottom  of  a  landli  facity  and  the  equipment  that  transports 
the  ooNactsd  leachate  to  tnsatment  fadUbes  shal  be  oonskucted. 

i.  A  water  oontroling  tank  to  store  leachate  discharging  from  landfS  of  domestic  waste  and  the 
appropriate  facility  that  diaposes  of  leachate  shal  be  constructed. 

j.  A  facility  to  dispose  of  gas  ducharging  from  the  tandfil  shall  be  corrstructed. 

k.  A  rain  elimination  fadKIy  to  prevent  rain  fnom  flowing  into  the  landM  area  shall  be  furnished. 

l.  EquiprrMnt  to  separate  and  compad  domestic  waste  and  a  car-wheal  wash  facility  for  transportation 
vehides  shal  be  fumishad.  However,  in  cases  where  the  Mtoister  of  Environment  Mayors/Govemors,  or 
Regional  Adminiskators  of  Environmental  Administration  recognize  that  they  are  not  necessary  after 
consideration  of  waste  targeted  for  disposal,  this  equipment  may  not  need  to  be  furnished. 

2.  Incineration  facilities: 

a  Materials  that  support  enough  their  own  weight  live  load,  and  other  load  and  endure  enough  heat 
moisture,  exhaust  gas,  generating  water,  and  impacts  generated  from  dteposal  chemicals  during  disposal 
process  shal  be  used  in  constructing  incineration  tedities. 

b.  Equipment  that  prevents  domestic  waste  from  blowing  off,  overflowing,  or  generating  offensive  odors 
shal  be  fumiahed. 

c.  FacMtes  that  dispose  of  air  and  water  polutant  generated  from  the  process  of  domestic  waste 
Incineration  shal  be  oonskucted. 

d.  The  floor  of  the  disposal  facity  shal  be  paved  with  waterproof  materials  that  are  impenrious  to  water, 
such  M  cement  or  asphalt 

3.  Compaction,  shreddrig.  and  oomposlng  fadMes  shal  be  buflt  pursuant  to  stipulations  of  Article  3.3  and  3.4 
in  me  rresiooniiai  uecree. 

a.  Equipment  to  prevent  domestic  waste  from  blowing  off,  overflowing,  or  generating  offensive  odors 
shal  be  furnished. 
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b.  FacHiM  to  dipOM  o(  air  arid  waiar  pdutanl  genertoad  from  the  prooaases  o(  storage  arid  dwposal 
of  domealic  waste  shtf  be  oonstructad. 

&  The  floor  of  the  dwpoeal  taciiy  shal  be  paved  with  waterproof  materials,  such  as  cement  or  asphatt. 
4.  Oomastic  waste  dnposal  facities  pursuant  to  Article  3.5  of  the  Presidenlial  Decree: 

The  facitioo  shal  be  constructed  in  accordance  with  the  oonsbuction  stertdards  notitied  by  toe  Mtoister 
of  Environment  in  consideration  of  the  characteristics  of  oorrespondtog  fadiities  and  types  of  domestic  waste 
targeted  for  disposal. 


Table  ABi  Manaosmanl  stemteida  of  domaslie  ataate  dtesoeal  fbcWHea  fialated  to  Aidcte  18). 

1.  Common  standards; 

a.  The  necessary  measures,  such  as  regular  inspection  and  repairs,  shal  be  taken  to  maintain  normal 
functions  of  domestic  waste  disposal  facilities. 

b.  The  necessary  measures  shal  be  taken  so  that  domestic  waste  may  not  be  blown  off  or  dropped  and 
so  that  offensive  odors  are  not  emitted. 

fc  Disposal  areas  of  domestic  waste  shal  receive  necessary  treatment  such  as  applying  poisons  so  that 
rats  or  harmful  insects  such  as  lies  or  mosquitoes  canrxrt  be  generated  and  bred. 

d.  The  cisposal  capablity  of  the  fadity  shal  not  be  exceeded  when  the  domestic  waste  is  deposed. 

e.  In  cases  where  water  polutant,  pursuant  to  Table  1  of  the  Enforcement  Regulalions  in  the  Water 
Environmental  Preservation  Law,  is  generated  during  the  process  of  domestic  waste  disposal,  it  shal  be 
checked  ragulatty  to  ensure  that  the  water  poliutant  is  generated  appropriately  to  the  standards  of  the 
generation  permtL 

f.  An  operation  guide  tor  equipment  and  fadNty  shall  be  kept  and  the  equipment  and  fedlity  shal  be 
operated  aocordtog  to  the  guide. 

g.  Rre  extinguishing  equipmenL  such  as  Ire  extinguishers  prepared  tor  fire,  shal  be  provided. 

h.  Any  equipment  and  fecities  in  danger  of  freezing  shal  be  treated  precnittonarfly,  such  as  by 
removing  water  from  pipes  after  operation. 

2.  Separate  standards: 

a.Landfis: 

(1)  Access  of  landfils  by  unauthorized  personnel  and  animals  shal  be  prohtxted. 

(2)  Water  quality  inspections  of  wels  monitorfrtg  underground  water  around  landfils  shal  be 
conducted  once  or  more  per  month. 
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(3)  Naomiry  actions  ahal  be  Men  to  mairMn  normal  lunclion  of  toe  leachate  colecling  facity. 

(4)  Discharging  gas  shall  be  treated. 

(5)  netaining  wals  and  embankment  of  the  iandM  area  shal  be  wen  maintained  and  kept  so  that 
domestic  waste  may  not  be  cischarged. 

b.  Incineratian  tacities.  Pariodto  rnspedions  ahal  be  done  to  check  for  normal  function  and  for  hygiene 
and  safety.  However,  in  case  of  an  indneration  facility  with  SO  tonsAday  or  tTwre  of  incineration  capacity,  toe 
condition  of  toe  operating  function  and  the  density  of  discharging  gas  shal  be  ordtoarly  checked,  recorded,  and 
maintained. 


c.  Compacttog,  shredding,  artd  composting  fodlities  pursuant  to  Article  3.3  and  3.4  of  the  Presidential 
Decree: 


(1 )  Noise,  oNensive  odors,  dust,  w  sewage,  etc.  generated  from  the  disposal  process  of  domestic 
waste  shal  not  cause  inoonvenienoe  to  surroundtog  Kvtog  environments. 

(2)  In  case  of  composting  facilities,  temperature,  moisture,  and  air  capacity  shal  be  maintained 
appropriate  to  compost 

d.  Domestic  waste  dfoposal  facities  pursuant  to  Articfe  3.5  of  the  Presidential  Decree: 

The  facilities  shal  be  maintained  in  accordance  with  toe  matotenance  standards  armcunoed  by  the 
Mtoistar  of  Environment  in  consideration  of  the  characteristics  of  toe  corresponding  facilities  and  the  types  of 
domestic  waste  targeted  tor  disposal. 


TiMoAia  nsglitratlon  requliatnerds  tar  design  and  conetnicttonieivfoe  of  domestic  waits  dfspoealfbcllty 
(tslatadtoAiilcta23). 

1.  QuaWication:  any  person  who  has  obtained  a  license  of  general  construction  service  or  a  lioense  of 
equipmerti  construction  service  in  specialized  construction  service  aocordtog  to  the  Construction  Law 

2.  Capital  stock  or  property:  more  than  100,000,000  won  of  capital  stock  in  case  of  a  corporation,  more  than 
200,000,000  won  of  estimated  properties  in  case  of  a  private  person 

3.  Office:  30  m*  or  mors  of  an  actual  size 

4.  Laboratory:  15  nf  or  more  of  an  actual  size 

5.  Equipment: 

•  Experimsntal  equipment  tosi  can  monitor  toe  folowing  Hems  and  that  toe  MtoistBr  of  Environment 
announces:  moisture,  temperature,  dusL  smoke,  sulfurous  acid  gas,  hydrogen  cNoride,  carbon 
monoxide,  the  amount  chemicaly  demanded  tor  oxygen,  the  amount  biochemicaly  demanded  for 
oxygen 
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*  T\mo  or  more  pieces  ot  draWno  equipment 


6.  Technicsl  abilies: 


•  One  or  more  highly  deveiopad  ischnician  fcx  waste  dnposal,  air  enwonment,  water  environment, 
dvl  engineering,  construction,  or  chemical  anginearing 

•  One  or  more  dvil  anginear  of  first  rate 

•  One  or  more  mechanical  engineer  of  first  rale  or  alectricai  engineer  of  first  rate 

•  One  or  mote  engineer  of  first  rate  for  waste  disposai,  air  environment  water  environment  noise- 
vibration,  or  chemical  engineering 


Note: 

1.  The  highly  developed  technician  in  technical  abilies  may  be  replaoed  with  a  ootTesporxJing  engineer 
of  first  rate  who  has  been  engaged  in  the  corresponding  technical  field  for  5  a  more  years  after  earning  a 
bachelor's  degree  or  higher  in  the  corresporxfrtg  field. 

2.  Where  measurement  is  contracted  to  a  person  having  tocilies  and  equipment  required  by  the 
stipulations  of  Article  39  in  the  Prime  Minister  Order  of  Air  Environmental  Preservation  Law  and  Article  51  in 
the  Prime  Mtoister  Order  of  Water  Environmental  Presentation,  the  requiraments  tor  experimental  equipment 
to  measure  the  corresponding  itenrs  may  be  excluded.  In  cases  where  contracted  execution  tor  al  items 
require  measurements,  the  requirements  tor  a  laboratory  and  experimental  equipment  may  be  excluded. 


iflOiv  Alla  «NBnQVQv  WiQ  ffMUlQQv fOi  OOBSCUOO  tfw  uWpOttfDOli  Of  OpOCMl  WOHv  10  AfllCIO 

1.  In  case  of  ooleclion  and  transportation: 

a.  Special  waste  shal  not  be  blown  off,  or  dropped;  offensive  odors  shall  not  be  discharged  from  the 
cofiection  and  transportation  equipment,  such  as  transportation  vehicies  and  containers  or  pipe  lines  for 
transportation. 

b.  The  particles  of  slag,  waste  asbestos,  and  waste  agricultural  chemicals  shal  not  be  blown  off  and 
shal  be  colected  and  transported  by  putting  into  a  sack  made  of  polyethylene. 

c.  Where  the  special  waste  in  fiquid  form  (more  Iran  85  percent  water  content  or  less  than  15  percent 
solid  materials  content)  is  colected  and  transported,  an  exdustve  tank,  container,  or  pipe  shal  be  used  and 
the  danger  from  floating  and  mixture  shal  be  avoided. 

d.  Special  waste  shal  be  colected  and  transported  by  the  classified  types. 

e.  Vehicles  tor  special  waste  odection  and  transportation  shal  be  painted  yelow.  However,  vehicles 
uaed  temporarly  shal  be  excluded  from  this  requirement 


134 


U8ACERLSR 


f.  The  (olowing  ’vehicle  identHicalion  of  special  waste  (tamporafy)  collection  and  transportalion*  isaued 
by  the  Regional  Adminisiralors  of  Envinxvnental  Admirvstration  shall  be  attached  to  the  vehicles  for  spedsd 
waste  coleclion  and  tnansportaten.  Also,  a  vehicle  for  special  waste  collection  and  transportation  shall  exhibit 
the  name  and  phone  number  of  the  waste  disposal  business  attached  or  martted  on  both  sides  of  a  special 
waste  contaner  arKf  its  size  shal  be  100  cm  or  more  wide  by  SO  cm  a  more  in  length  with  black  characters. 


-  Diameter:  10  cm 

-  Ground  Color;  yellow  (white  for  "temporary  vehicles") 


2.  In  case  of  storage  attended  with  collection  and  transportation: 

a  Special  waste  should  be  stored  separately  from  domestic  waste.  Special  waste  that  may  be  reused 
shall  be  stored  separately  from  norvecydable  wastes. 

b.  Storage  facilities  or  containers  made  of  materials  that  are  not  corroded  or  damaged  by  the  special 
waste  shafl  be  used  by  classification  of  type  for  storage  of  special  waste.  The  special  waste  shall  not  be 
allowed  to  blow  off,  run  out,  or  emit  offensive  odors. 

c.  The  floor  of  the  storage  fadlity  shal  be  paved  with  waterproof  materials,  such  as  cement  or  asphalt, 
which  support  its  own  weight  and  the  live  maximum  load  of  stored  special  waste. 

d.  Storage  areas  of  special  waste  shal  receive  the  taken  necessary  measures,  such  as  appfytog  poisons 
so  that  rats  or  harmful  insects  such  as  flies  or  mosquitoes  cannot  be  generated  and  bred. 

e.  A  drainage  system  arour^j  storage  areas  of  special  waste,  such  as  drainage  ditches,  shal  be  provided 
so  that  surface  water  may  not  flow  into  the  storage  areas  from  outside. 

f.  Waste  add,  waste  aludi,  waste  ol,  waste  organic  solvents,  waste  catalyzer,  waste  adsorbent  waste 
absorbent  waste  agricultural  chemicals,  waste  containing  PCB  (polychlorinated  biphenyl),  sludge  of  organic 
materials  (sold  residuals  of  which  the  content  of  organic  mtrteriais  is  more  than  40  percent  hereinafter  refened 
to  as  same),  animal  carcasses,  and  other  substances  hannful  to  the  environment  and  to  human  health  that 
are  spedfied  and  notified  by  the  Ministor  of  Environment  among  special  waste,  shal  not  be  stored  more  than 
90  days  from  the  beginning  date  of  storage  (160  days  in  case  of  1,000  kg/monlh  or  less  of  the  dncharging 
amount)  and  other  special  waste  shal  not  be  stored  more  than  120  days  (240  days  in  case  of  1,000  k^month 
or  lees  of  the  dtocharging  amount).  However,  this  requirement  may  be  excluded  in  cases  where  the  Regional 
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AdmMttralon  ol  Envirenmanlil  Administration  racogniza  tha  naoassity  of  a  tong-term  storaga  dua  to  natural 
dtoaslars  or  unavoidabla  laasons. 

g.  Tha  toltowing  sign  that  shows  types,  quantity,  and  storage  period  of  special  waste  shall  be  posted 
at  the  apodal  waste  storage  areas.  Howewer,  the  sign  shaM  be  provided  or  attached  on  each  drun,  where 
special  waste  is  stored  in  storaga  raoeptadas  such  as  drums. 


SIGN  FOR  SPECIAL  WASTE  STORAGE 

(D  Type  of  Waste: 

(2>  Storage  Quantity. 

ton 

(S  Storage  Period; 

<t)  Characteristics:  Poisonous  -  Volatile  ■  Explosive  -  Corrosive 

■  Other  (  ) 

®  Handling  Precautions: 

■  storing; 

■  transporting: 

®  Emergency  Action  Method; 

Special  Waste 

®  Company  Name; 

(Tel.  No.  ) 

Generator 

®  Address; 

®  Expected  Place  to  be  Transported; 

The  sign  shall  be; 

•  Posted  at  the  entrances  of  the  storage  facility. 

•  Set  up  clearly  visible  sign  at  the  open  storage  facility. 

•  Size  of  the  mark:  60  cm  or  more  in  width  and  40  cm  or  more  in  length  (for  small 

receptacles,  such  as  drums  :  15  cm  or  more  x  10  cm  or  more) 

•  Color  of  the  mark:  black  lines  and  black  letters  with  yellow  background 


TaHeAlE.  StandwdBandmettiodiof SfNCialwailedtapoaal(raMsdtoArticla31). 


1.  Common  items: 

a  Blowing  or  dropping  special  waste  and  emitting  offensive  odors  shal  be  avoided  by  proper  deposal 
procedures  of  special  waste. 
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b.  Tbraugh  t«  piooadure  d  cfapoeal  ol  apedai  waste,  in  caaaa  where  air  polutent  is  ganereted  pursuant 
to  Table  1  in  toe  Entoroernere  Regulation  of  Air  Environmental  Preservation  Law,  toe  air  poNutants  sh^  be 
treated  to  meet  emission  standards  pursuant  to  Table  7  in  the  Entorcemertt  Regulatky^  of  Air  Environmental 
Preeenration  Law  and.  in  cases  where  a  water  polutant  is  generated  pursuant  to  Table  1  in  toe  Entoroemem 
Regulalion  of  Water  Environmental  Preservation  Law,  the  water  pollutants  shall  be  treated  to  meet  decharge 
permit  stertdards  pursuant  to  Table  5  in  toe  Prime  Minister  Oder  of  Water  Environmental  Presenration  Law. 
However,  when  toe  Minister  of  Environment  additionaly  specifies  stricter  pemiit  standards  on  coreideration  of 
local  needs  and  characteristics  of  toe  ecosystem,  the  additional  standards  shall  be  complied  with. 

c  Where  special  waste  is  solidified  wHh  cement,  an  amount  of  cement  shall  be  150  kgrif  or  more  and 
the  water  oorttent  shall  be  less  than  20  percent  after  solidification. 

d.  Where  special  waste  is  disposed  by  incineration,  a  volume  reduction  of  the  residuals  shall  be  less 
than  15  percent  When  special  waste  is  disposed  by  hi^  temperature  destruction,  the  volume  reduction  of 
the  residuals  shall  be  less  than  5  percent 

2.  Disposal  standards  and  methods  of  special  waste  by  types; 

a.  In  case  of  waste  add  or  waste  atoali; 

(1)  Waste  add^aBtali  in  liquid  tomi  that  contains  substances  spedlied  in  Table  3  shall  be  dsposed 
by  one  of  the  following  methods: 

(a)  Coagulation,  sedimentation,  filtration,  arxf  dehydration,  etc.,  after  disposal  using  reaction 
of  neutralization,  oxidization,  and  reduction,  etc. 

(b)  After  disposal  by  methods  of  graduation,  the  residuals  shall  be  disposed  by  stabilization 
or  solidfication  of  cement  or  by  use  of  synthetic  polymers 

(c)  Refining  methods  of  separation,  distillation,  extraction,  and  filtration. 

(2)  Waste  add/aH^i  in  liquid  tone  that  does  not  contain  substances  specified  in  Table  3  shall  be 
disposed  by  one  of  the  toltowing  methods: 

(a)  Coagulation,  sedimentation,  filtration,  and  dehydration,  etc.,  after  disposal  using  reaction 
of  neutralization,  oxidization,  and  reduction,  etc. 

(b)  Graduation 

(c)  Refining  methods  of  separation,  distillation,  extraction,  and  filtration. 

(3)  Waste  ackVatiteli  in  solid  form  (where  toe  content  of  solid  substances  is  more  than  15  percent, 
or  the  content  of  water  is  less  than  85  percent  hereinafter  referred  to  as  sarrw)  shaH  be  disposed  in  a  landfill 
requiring  appropriate  management 
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b.  In  case  of  waste  oii; 

(1)  Waste  oil  in  liquid  torm  shal  be  disposed  by  one  of  tbe  following  methods: 

(a)  Alter  separating  oil  Irom  water,  the  separated  ol  shall  be  disposed  by  incineration 

(b)  By  methods  of  graduation,  the  residuals  shal  be  disposed  by  incineration 

(c)  By  methods  of  oondartsation  and  sedvnentation 

(d)  By  refining  methods  of  separation,  distUation,  extraction,  arfo  filtration 

(e)  By  indnoration. 

(2)  Waste  oil  in  solid  form  (a  kind  of  tar  pitch  is  excludsd)  shal  be  disposed  by  incfoeration. 

(3)  Kinds  of  tar  pilch  shal  be  deposed  by  incineration  or  deposed  in  the  management  type  landfill. 

c.  In  case  of  waste  organic  sofuants; 

(1)  Waste  organic  solvents  that  can  separate  ol  from  water  shal  be  disposed  in  advance  to  the 
method  of  separation  of  ol  and  water 

(2)  Waste  organic  solvents  of  the  halogen  family  in  liquid  form  shall  be  deposed  of  by  one  of  the 
folowirtg  methods: 

(a)  High  temperature  destruction 

(b)  After  disposal  by  graduation,  the  residuai  shall  be  deposed  of  by  high  temperature 

destruction 


(c)  After  disposal  by  refining  methods  of  separation,  distillation,  extraction,  and  filtration,  the 
residuai  shal  be  deposed  by  high  temperature  destnxaion 

(d)  After  disposal  using  reaction  of  neutralization,  oxidization,  reduction,  polymerization,  and 
coagulation,  etc.,  the  residual  shal  be  disposed  by  high  temperature  destruction  or  shall  be  redsposed  by 
methods  of  coagulation,  sedimentalion,  filtration,  and  dehydration,  etc  and  the  residual  shal  be  disposed  by 
high  temperature  destruction. 

(3)  Waste  organic  solvents  of  the  halogen  family  in  solid  fonn  shal  be  disposed  of  by  high 
temperature  destruction. 

(4)  Waste  organic  solvents  of  the  norvhafogen  family  in  liquid  form  shall  be  deposed  by  one  of  the 
folowing  methods: 

(a)  Incineration 

(b)  After  deposed  by  graduation,  the  resicfoal  shal  be  disposed  by  incineration 

(c)  After  deposed  by  refining  methods  of  separation,  dstillation,  extraction,  and  filtration,  the 
residual  shal  be  deposed  by  incineration 
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(d)  Mm  diyoMi  uiino  raadion  of  nauMIzatfon,  oxkiialion.  radudion,  polymarizdiQn,  and 
ooagulaton,  ato..  ttw  raaidual  ahal  ba  dtapcaad  by  ndnaraten  or  fadapoaad  by  malhodB  of  coagulation, 
sadmontaflon,  Miration,  and  dahydration,  ale.  and  lha  raaidual  ahal  ba  (tiapoaad  by  indnaration 

(5)  Waata  organic  aolvania  of  non-halogan  tamiy  in  aolid  form  ahal  ba  da^naad  by  indnaration. 

d.  In  caaa  of  waala  aynthatic  high  polymara: 

^mwaalting  tfvaale  ayntitatic  reaina  and  other  thermoaelting  waste  aynthatic  high  polymars 
ahal  be  si  d.  cut,  or  mailed  to  tire  aize  of  IS  cm  or  leas  of  the  maximum  dameter,  and  ahal  be  diapoeed 
in  the  stabilization  type  larKlfM. 

(2)  Nontharmoaalting  waste  synthetic  resins  and  other  non-thermosalting  waste  synthetic  high 
potymers  shal  be  disposed  of  by  indnaration. 


(3)  Waste  synthetic  rubber  or  waste  synthetic  leather  shal  be  disposed  of  by  indneration. 

(4)  Waste  paint  or  waste  lacquer  shdl  be  disposed  of  by  high  temperature  destiuction. 

e.  In  case  of  waste  asbestos:  Deposed  of  in  the  landtiKng  fadlties  classified  into  stable  fadities  and 
waste  asbestos  that  oonsisis  of  particles  shal  be  disposed  after  packed  in  a  polyethylene  bag. 

f.  Slag,  waste  molding  sand,  waste  sand,  waste  fire  resistant  materials,  pieces  of  pottery,  indneration 
ashes,  waste  catalyzers,  waste  absorbent,  or  waste  adsorbent  shall  be  deposed  in  the  isolalion  type  landMI, 
or  deposed  of  by  stabilization  or  solidfication  such  as  with  cement  or  synthetic  high  polymers.  However,  in 
cases  where  the  slag  is  deposed  in  the  isolation  type  landfKI  slag  shal  be  deposed  of  after  packing  in 
polyelhylene  bags. 


g.  Waste  agricdtural  chemicals  shal  be  disposed  of  by  high  tenperature  destnjction. 

h.  Waste  that  contains  PCB  shall  be  disposed  of  by  high  temperature  destruction. 


i.  In  case  of  sludge: 


(1)  Organic  matters  in  sludge  from  wastewater  treatment  plants  or  manufacturing  process  sludge 
shal  be  disposed  of  by  indneration  or  deposed  in  the  management  type  landfil  after  dewatering  and  drying 
to  85  percent  of  water  content 

(2)  Inorganic  matters  (less  than  40  peroem  of  organic  content  among  solid  materials,  hereinafter 
referred  to  as  same)  in  sludge  from  wastewater  treatment  plants  or  manufacturing  process  sludge  shaR  be 
dspoeed  in  the  management  type  larKflM  after  dewatering  and  drying  to  less  than  85  percent  of  water  content 

(3)  Organic  matters  in  designatsd  sludgs  shal  be  dspoeed  by  incineration  or  by  stebMzation,  such 
as  dawatoring  and  drying  to  less  ihan  85  percent  of  water  content  or  dsposed  by  solidfication  such  as  with 
cement  or  synthetic  high  polymers. 
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(4)  Inorganic  matters  in  designatsd  sludge  shall  be  disposed  by  stabilization,  such  as  dewatering 
and  drying  to  less  than  85  percent  of  water  oontent,  or  disposed  by  solidification  such  as  with  cement  or 
synthetic  high  polymers. 

j.  In  case  of  waste  plaster  or  waste  lime: 

(1)  Materials  in  liquid  form  shall  be  disposed  of  in  sedimentation  type  landfills. 

(2)  Materials  in  solid  form  shall  be  disposed  of  in  management  type  landfills. 

k.  In  case  of  animal  carcasses:  disposed  by  incineration  or  in  the  management  type  landfills  after 
disposal  by  dewatering  arrd  drying  to  less  than  85  percent  of  water  content 

l.  In  case  of  other  special  waste  specified  and  armounced  by  the  MinistBr  of  Environment:  disposal  by 
the  methods  specified  separately  and  announced  by  the  Minister  of  Environment 

3.  Other  items: 

Special  waste  toat  is  difficult  to  dispose  of  by  the  disposal  standards  and  methods  spedfied  in  categories  1  and 
2  of  the  folowing  table  may  be  disposed  of  by  separate  dsposal  standards  and  methods  recognized  by  the 
Ministsr  of  Environment 


Tabia  A13.  Peniiit  rerarlranienis  for  waafie  ditoaaM  arirlre  f related  to  Articia  33t 

1.  In  the  case  of  a  collection  and  transportation  service  of  special  waste: 

a.  Capital  stock  or  estate: 

(1)  Corporation:  200,000,000  won  or  more 

(2)  Individual:  400,000,000  won  or  more 

b.  Facility  and  equipment: 

(1)  Laboratory:  30  m^  or  mote  actual  size 

(2)  Equipment  and  experimental  tool: 

(a)  In  case  of  collecting  and  transporting  the  liquid  waste:  2  or  more  tank  trucks  and  cargo 
trucks  (15  tons  or  more  of  total  carrying  capacity,  30  tons/day  or  more  of  collection  and  transportation) 

(b)  In  case  of  collecting  arto  transporting  the  solid  waste:  5  or  more  armload  trucks,  container 
trucks,  bucketloaders,  or  dump  tnxie  (22.5  tons  or  more  of  total  carrying  capacity,  45  tons/day  w  more  of 
collection  arto  trarrsportation  capacity) 

(3)  Facilities: 


(a)  Parking  lot:  30  m^/vehide  or  rrxxe 
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(b)  Car  waah  fadily:  20  m*  or  more  (30  m*  or  mon  for  10  vehicles  or  more) 

(c)  Storage  tacily:  capacity  able  to  store  the  quantity  ct  ooUection  and  transportation  for 

todays 


(4)  Technical  abilities:  1  or  more  second  rate  engineer  of  waste  disposal,  environmental,  air 
environmental,  water  anvirorwnental,  or  chemical  engineers 

2.  In  the  case  of  intermediats  disposal  service  for  special  waste: 

a  Capital  stock  or  property:  more  than  300,000,000  won  of  capital  stock  in  case  of  a  corporation,  more 
than  600,000,000  won  of  estimated  properties  in  case  of  a  private  person 

b.  Office  and  laboratory: 

Office:  30  m*  or  more  of  an  actual  size 
Laboratory:  30  m*  or  mors  of  an  actual  size. 

c.  Equipment,  laboratory  equipment  and  instruments: 

(1)  Equipment:  one  or  more  sets  of  wei^iing  gauges  for  coliection  and  transportation  vehides 

(2)  Laboratory  equipment  and  instruments: 

•  Chemical  balance  (0.1  mg  of  sensttiity):  1  or  more 

•  Dryer  (200  ‘C  or  higher):  1  or  more 

•  Water  distillation  Mt  (4Uhr  or  more):  1  or  nxxe 

•  Water  bath  (electrical  heating  type):  1  or  more 

•  Electric  heater  (SOOW  or  rrwre):  1  or  more 

•  Electric  tumaoe  (900  °C  or  higher):  1  or  more 

•  Vacuum  pump  (1/4  HP  or  more):  1  or  more 

•  pH  meter  (glass  electrode  type):  1  or  more 

•  Liquid  gravimeter  (19  or  more/s^):  1  or  more 

•  Lab  bench  and  reagent  hutch:  1  or  more 

•  Vibrating  extractor  (vibration  width  4-5  cm,  or  frequency  200  or  more  cyde/min.):  1  or 
more 

•  Flame  heater  (220V):  3  or  more 

•  Sand  heater  (350  ''C  or  higher):  1  or  more 

•  Separator  funnel  prop:  1  or  more 

•  Glass  column  holder:  1  or  more 

•  Cyanide  distillation  set:  2  or  more 

•  Arsenic  generating  set:  5  or  mote 

•  Photometer,  spectrophotometer,  or  atomic  adsorption  photometer:  1  a  more 

•  Gas  chromatograph  (with  Electric  Capture  Detector  [ECD]):  1  or  more 

•  Kudsma-Danish  corKfenser  1  or  more 

•  Cooler  (oondenser):  2  or  more 

•  Incubator  measuring  amount  of  the  biological  and  chemical  oxygen  demand:  1  or  more 

•  Reagent  and  glassware  c^iinet:  1  or  more 


USACERL  SR  EP-04/03 


141 


•  Glassware 

Baakar  100, 250,  500, 1000  ml:  5  or  more  each 

Volumelric  flask  50,  100,  250,  500  ml:  5  or  more  each 

Elenmyar  flask  100, 250,  500  ml:  5  a  more  each 

Elanmyer  flask  with  spray  1,000  ml:  1  or  more 

Mass  cylinder  SO,  100,  500  ml;  2  or  more  each 

Burette  20,  50  ml:  2  or  more  each 

Mess  pipette  1.  5,  10,  20  rrfl;  3  or  more  each 

Hole  pipette  1 , 2,  3,  4,  5,  10,  15,  20,  50  ml;  2  or  more  each 

Suction  flask  1 ,000  ml:  1  or  more 

Desiccator  (20  cm  or  mote  of  inside  diameter);  1  or  more 

Glass  column  (2  cm  of  inside  diameter):  2  or  more 

Quartz  absorption  oeN  (10  ml);  2  or  more 

Reagent  bottle  100,  500  ml:  10  or  more  each 

Separatory  funnel  250,  500,  1000  ml;  5  or  more  each 

Round  bottom  flask  500,  1000  ml:  2  or  more  each 

Funnel  (3,  5  cm  of  inside  diameter):  5  or  more  each 

Bottia  measuring  amount  of  the  biological  and  chemical  oxygen  demand:  10  or  more 
Micro  cylinder  (10  microliter);  2  or  more 
10  mm  washing  bottle:  5  or  more 

d.  Facilities 

•  Common  facilities: 

Storage  facflities:  size  able  to  store  disposal  amount  of  30  days  or  more 
Car  washing  fadlilies:  20  nf  or  more 

•  Separate  facilities 


Waste  taraeled  for  diaooaal 

FadMy 

(1)  Waste  for  high  temperature 
destmction  disposal 

High  temperature  destruction  facility  with  dsposal  capacity  of  5  tons  or 
more  per  day 

(2)  Waste  for  incineration  disposal 

Incineration  facility  with  disposal  capacity  of  10  tons  or  more  per  day 

(3)  Waste  for  sdidHication  or 
stabilization  disposal 

Disposal  facility  by  solidification  or  stabilization  with  capacity  of  5  tons  or 
more  per  day 

(4)  Waste  for  physical 
chemical  disposal 

Physicat/chemical  disposal  facility  with  capacity  of  5  tons  or  more  per 
day,  appropriate  to  dispose  of  the  competerrt  waste,  such  as  reaction 
fadflty,  graduation  facility,  condensation  and  sedimentation  facility 

e.  Technical  abilities:  one  or  more  waste  disposal  engineer  of  first  rate,  air  or  water  environmental 
engineer  of  first  rate,  or  chemical  en^neer  of  first  rate 
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3.  In  case  of  final  disposal  service  of  special  waste; 

a.  Capital  stock  or  estate; 

(1)  Corporation;  500,000,000  won  or  more  of  capital  stock 

(2)  Individual;  1 ,000,000,000  won  or  rmre  of  estimated  property 

b.  Facility  and  equipment; 

(1)  Office;  30  m^  or  more  actual 

(2)  Laboratory;  30  m^  or  more  actual  si^e 

(3)  Equipment  and  experimental  tool; 

•  Experimental  tools  are  same  with  the  intemnediate  disposal  service 

•  1  or  nrore  bulldozer  with  weight  of  15  tons  or  more 

•  1  or  more  excavator  with  bucket  capacity  of  0.6  m^  or  more 

•  1  set  or  more  landfill  height  surveying  instrument;  label,  leveling  pole,  tangent  sight  bar, 
etc. 

•  1  set  or  more  weighing  equipment  for  collection  and  transportation  vehicles 

(4)  Facilities; 

(a)  Landfill  facility  with  a  capacity  of  10,000  nf  or  more,  or  30,000  m^  or  more  of  potential 

landfill  capacity 

(b)  Storage  facility;  capacity  of  10  times  larger  than  an  average  storage  volume  for  a  day 

(c)  Car-washing  facility;  30  or  more 

(5)  Technical  abilities:  1  or  more  second  rate  engineer  of  waste  disposal,  air  environmental,  water 
environmental,  or  chemical  engineers,  arKf  1  or  more  first  rate  civil  engineer 

Note; 


1 .  In  cases  where  a  corporation  or  individual  who  intends  to  obtain  permits  for  2  or  more  of  different 
types  of  special  waste  disposal  services,  the  permit  requirements  for  capital  stock  or  property  shall  be  75 
percent  of  the  value  of  each  capital  stock  or  property. 

2.  In  cases  where  a  corporation  or  individual  who  intends  to  obtain  permits  for  2  or  more  different  types 
of  special  waste  disposal  services,  an  office  laboratory,  equipment,  experimental  tools,  storage  facility,  and  car¬ 
washing  facility  may  be  used  in  common. 


3.  The  first  rate  of  engineer  in  technical  abilities  by  be  replaced  with  the  second  rate  of  corresponding 
engineer  who  has  been  engaged  in  the  corresponding  field  during  two  or  more  years.  However,  in  cases 
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where  a  ootporetion  or  an  individual  inlands  to  obtain  a  permit  for  two  or  more  different  types  of  special  waste 
disposal  services,  permit  requirements  for  technical  abilities  that  require  two  engineers  must  not  be  replaced 
with  a  second  rate  of  corresponding  engineer  who  has  been  engaged  in  the  corresponding  field  during  two  or 
more  years. 

4.  Concerning  permit  requirements  for  laboratory  appliances,  the  Regkxral  Administrator  of  Environmentat 
Administration  is  entitled  to  exempt  fulfilling  a  part  of  laboratory  appliances,  in  cases  where  the  Administrator 
recognizes  that  they  are  not  necessary  in  consideration  of  the  business  type  and  waste  from  the  busirress. 

5.  Concerning  permit  requirements  for  equipment  supplementary  bulldozers  and  excavators  shall  be 
secured,  in  consideration  of  working  capablity  by  each  eciuioment  and  amount  of  work  done  per  day. 

6.  Concerning  permit  requraments  for  facilities,  cksposal  capacity  per  day  shall  be  calculated  from  the 
standards  for  a  24-hour  nonstop  operating  system 

7.  Anyone  who  makes  preparations  for  a  high  temperature  destruction  facility  to  dispose  of  waste 
targeted  for  high  temperature  destruction  disposal  for  an  intermediate  disposal  service  may  use  that  facility 
to  dispose  of  waste  targeted  for  incineration. 


Tafaia  A14.  Obeervence  itame  by  apadal  waste  diapoed  contractor  (relatad  to  Artide  33). 

1 .  The  permit  lioense  shall  be  posted  on  the  wall  of  a  business  office. 

2.  The  technical  employees  shall  work  in  the  technical  area. 

3.  Special  waste  that  may  not  be  collected  or  transported  and  that  is  not  spedai  waste  targeted  for  disposal 
shall  not  be  ooliected,  transported,  or  disposed  of,  arto  the  business  shall  not  be  conducted  out  of  permitted 
business  areas. 

4.  The  oontractors  of  special  waste  collection  and  transportation  shall  not  be  entaisted  with  special  waste 
collection  and  transportation  that  exceeds  the  capability  of  collection  and  transportation  and  shall  not  store 
special  waste  ooliected  and  transported  more  than  10  days.  However,  this  requirement  may  be  excluded  when 
prior  approval  has  been  obtained  from  the  Regional  Administrator  of  Environmental  Administration,  in  cases 
where  there  are  unavoidable  reasorrs  to  store  more  than  10  days. 

5.  The  intermediate  or  final  disposal  contractor  of  special  waste  shall  not  be  entrusted  with  special  waste 
disposal  that  exceeds  the  capability  of  disposal;  the  contractor  shall  dispose  of  the  charging  waste  within  30 
days.  However,  this  requirement  may  be  excluded  when  prior  approval  has  been  obtained  from  the  Regional 
Administrator  of  Environmental  Administration,  in  cases  where  there  are  unavoidable  reasons  that  make  it 
imposstole  to  dispose  of  the  waste  within  30  days. 

6.  The  special  waste  disposal  contractors  entrusted  with  collection,  transportation,  or  disposal  of  special  waste 
Shan  not  re-enkust  someone  else  with  ooUeclion,  transportation,  or  disposal  of  the  entire  special  waste  entmsted 
without  justifiable  reasons. 


7.  The  special  waste  disposal  contractor  shaU  keep  a  written  disposal-trust  contract  making  agreement  with  a 
special  waste  generator  for  3  years. 
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TMaAIS.  CQnilnicliQn«lHMlvdiofapKWwMlidipoMltMMIy(ralMidtoAr1lel«37). 

1.  For  inisrmadiat*  disposal  (adWias: 

a.  Common  standards; 

(1)  Special  waste  dispoaal  tacities  shall  be  bull  using  materials  that  support  their  own  weight,  Kve 
load,  and  other  load  and  endure  enough  heat  moislure,  exhaust  gas,  generating  water,  and  impacts  generated 
from  dispoeal  chemicals  during  disposal  processes. 

(2)  The  necessary  facilities  shal  be  furnished  to  prevent  waste  from  blowing  off  and  dechatging, 
or  to  prevent  discharging  odor. 

(3)  The  necessary  facities  shal  be  furnished  to  treat  air  and  water  poUutants  discharged  from 
storage  arxf  disposal  process  of  waste. 

(4)  The  floor  of  the  dteposal  fadity  shall  be  paved  with  waterproof  materials  that  are  impervious  to 
water,  such  as  cement  or  asphalt 

b.  Separate  standards; 

(1)  bidneration  facities; 

(a)  Incineration  capacity  shaN  be  2.*  r  more. 

(b)  The  temperature  of  off-gas  shall  be  700  °C  or  higher. 

(c)  The  combustion  chamber  shal  be  ssuctured  to  maintain  gas  retention  time  for  0.5  s  or 
longer,  and  to  mix  gas  enough  in  the  inbneration  chamber. 

(d)  The  inside  of  combustion  chamber  shal  be  constructed  with  high- temperature  resistance, 
fire  blocks  with  32°  or  more  (34°  or  more  for  dry  dstiHation)  of  durable  refractoriness  (SK),  or  fire-resistant 
materials. 


80  °C. 


(e)  The  temperature  of  the  outside  of  the  combustion  chairtrer  shal  be  maintained  at  less  than 


(0  When  the  combustion  chamber  is  covered  with  iron,  the  high  temperature  part  of  a 
combustion  chamber  shal  be  coated  with  heat-resisting  paints  or  covered  by  adiabatic  materials. 

(g)  The  waste  erwranoe  of  the  incineration  chamber  shal  be  constructed  to  stand  high 
temperature  and  to  prevent  outside-air  or  irxaneratsd  gas  from  flowing  in  or  out 

(h)  An  extra  burner  with  enough  capacity  shall  be  furnished  to  control  temperature  in  the 
combustion  chamber. 
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(i)  Equipment  that  enables  controlling  an  amount  of  air  supply  into  the  combustion  chamber 
Shan  be  furnished. 

(t)  A  cooling  facility  or  colacting  heat  facity  that  enables  indnerated  gas  to  cool  down  by  less 

th«i300”C. 


(k)  A  verttHation  fadlily  shal  be  furnished  to  maintain  fixed  pressure  in  the  incineration  chamber 

(l)  Air  poHution  control  device  shall  meet  the  emission  standards  of  pollutant  by  the  Air 
Environmental  Preservation  Law. 

(m)  If  the  facility  for  coding  combustion  gas  or  coHecling  waste  heat  is  a  water  pipe  system, 
two  or  more  water  pumps  shal  be  provided  for  continuous  water  supply. 

(n)  A  funrtel  that  is  appropriate  for  height  and  structure  considering  ventlation  and  air  (Sffusion 
of  generating  gas. 

(0)  The  ash  removal  system  for  incinerators  shaN  not  blow  off  the  incineration  ashes. 

(p)  Safety  facilities  shall  be  provided  against  explosion  accidents,  etc. 

(q)  A  viewing  window  shall  be  furnished  to  view  inside  the  combustion  chamber. 

(r)  A  cleaning  hole  that  has  a  structure  to  prevent  inflow  of  outside  air  and  outflow  of 
combustion  gas  shall  be  provided. 

(s)  The  facility  shall  have  provisions  to  prevent  scattering  of  ashes  while  removing  indneration 

leftovers. 


(t)  The  rotation  incineration  chamber  shall  have  a  system  that  controls  the  retention  time  of 
waste  in  the  combustion  chamber  by  the  change  of  rotation  speed  of  combustion  chamber. 

(u)  A  thermocouple  foat  measures  1,200  X  or  higher,  a  thermometer,  and  an  automatic 
temperature  recorder  that  continuously  records  temperature  changes  shal  be  furnished  in  combustion  chamber 
atxf  its  exit 


(v)  A  pressure  gauge  that  measures  pressure  of  inside  combustion  chamber  shal  be  furnished 
on  the  top  of  the  combustion  chamber. 

(2)  High  temperature  destruction  fadlities; 

(a)  Disposal  capacity  shal  be  25  kg/hr  or  more. 

(b)  The  temperature  of  off-gas  shaH  be  1,100  X  or  higher. 

(c)  The  destniction  chamber  shal  be  structured  to  maintan  gas  retention  time  for  2  s  or  longer, 
and  to  mix  gas  erxxjgh  in  the  destruction  chamber. 
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(0/  IrW  fim  Of  (JOOTUCDOfi  CnOfiSOr  Snoi  DO  OOnOvUCWS  wivi  rVQn-VmpOiOlJrO  rOOSwiv  WB 

Mocki  wNh  36  *C  or  moro  of  durabio  refradorinoM  (SK).  or  firarBSistant  materials. 

(a)  A  twrmoooupta  tfvit  meaauraa  1,600  ”C  or  higher,  a  thernxMTwter,  and  an  automatic 
tomporatwa  raooidar  tiat  oonlinuousiy  reoordB  temperatura  changes  shall  be  furnished  in  the  dastntotion 
chamber  and  its  axil 

(0  The  oonstruction  standards  of  incineration  facilities  (f)  through  (v)  shall  apply  to  cases 
besides  the  standards  (a)  through  (a)  of  high  temperature  deetmction  tacitias. 

(3)  Shreddtogtautting  fadlitias: 

(a)  Shraddn^cutting  capacity  shaH  be  25  kgihr  or  mora. 

(b)  The  facility  shal  have  a  capebity  to  shrad  or  cut  pieces  15  cm  or  less  in  length. 

(e)  The  facility  shall  have  a  capebity  to  oontrol  the  size  of  outcome  products. 

(d)  The  facility  shal  have  provisions  to  prevent  scattering  of  dust  or  slag. 

(a)  The  facity  shal  be  furnished  with  loadtog  and  unloadtog,  shraddNig  and  cutting  faciiiae. 

(4)  Mating  facitiae: 


(a)  Disposal  capacity  shal  be  25  or  mors. 

(b)  The  fabUy  shal  be  fumishad  with  heating  equipment  to  maintain  enough  melting  heat  and 
a  davioa  to  oontrol  temperature. 

(c)  The  facility  shall  be  furnished  wito  equipment  to  dispose  of  noxious  gas  generated  from 

melting  process. 

(d)  The  fadity  shal  be  furnished  with  a  thermometer  to  check  melting  temperature. 


(5)  Qraduation  (evaporatkxVgraduation)  facities; 

(a)  Disposal  capacity  shal  be  125  or  more. 

(b)  The  gradualian  fadlity  shal  be  made  of  materials  that  are  not  eroded  or  damaged  by 

special  waste. 

(c)  The  graduation  facility  by  using  combustion  gas  shal  be  furnished  with  a  device  that 
controls  temperature  and  a  thannometer,  and  the  graduation  facility  using  vacuum  evaporation  shal  be 
furnished  wWi  an  additional  safety  valve. 

(d)  Equipment  that  controls  volume  of  graduation  shal!  be  provided. 

(e)  A  facility  toat  doposes  of  noxious  gas  generated  from  the  graduation  process  shall  be 

provided. 

(f)  The  facility  shal  have  provisions  to  prevent  inflow  of  outside  air  or  gas  leakage  from 
graduation  tatiMies. 
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(6)  Refining  facilities: 

(a)  Inside  measurement  shall  be  0.1  m*  or  more. 

(b)  The  refining  facility  shall  have  equipment  that  disposes  of  toxic  gas  generated  during 

refining  process. 

(c)  The  facility  shall  have  equipment  that  controls  the  volume  of  waste  deposit. 

(7)  Reaction  facilities; 

(a)  Inside  measurement  shall  be  0.1  m’  or  more. 

(b)  The  reaction  facility  shall  be  furnished  with  a  reactor  and  equipment  for  waste  supply 
control,  agitation,  and  chemical  deposit. 

(c)  The  reactor  shall  he  made  of  materials  that  are  not  eroded  or  damaged  by  special  waste. 

(d)  The  facility  shall  have  equipment  that  disposes  of  toxic  gas  generated  during  the  refining 

process. 

(8)  Oil  and  water  separation  facilities: 

(a)  Separation  capacity  shall  be  125  l^r  or  more. 

(b)  The  facility  sfiall  be  built  so  that  waste  oil  cannot  outflow. 

(c)  The  facility  shall  have  provisions  to  prevent  a  counterflow  of  separited  water. 

(d)  The  capacity  of  a  storage  tank  for  recovered  oil  shall  be  3  rrf  or  more. 

(e)  The  recovered  oil  storage  tank  shall  be  made  of  rnaterials  that  are  not  eroded  or  damaged 
and  that  prohibit  leaks  of  waste  oil. 

(f)  The  screen  shall  be  furnished  on  an  inlet  to  eliminate  extraneous  substances. 

(g)  The  facility  shall  be  furnished  with  equipment  to  control  the  amount  of  waste  oil  deposit. 

(9)  Coagulation  facilities; 

(a)  Inside  measurement  shall  be  0.5  mP  or  more. 

(b)  The  coagulatiorvlsedimentation  tank  shaU  have  a  capacity  to  keep  appropriate  staying  length 

of  time. 

(c)  The  facility  shall  be  furnished  with  a  coaguiaJcn/sedimentation  tank  and  equipment  of 
agitation  and  chemical  deposit. 
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(d)  The  agitator  ahaN  have  a  function  to  control  rotation  speed. 

(e)  The  facility  shal  have  a  device  to  discharge  condensed  and  sedknentsd  sludge. 

(f)  If  the  facility  is  constructed  outdoors,  a  cover  shall  be  provided  to  prevent  inflow  of  rain. 

(10)  Dewatering  facilities: 

(a)  Inside  measurement  shal  be  0.2  m*  or  more  and  the  power  shal  be  0.1  HP  or  rrme. 

(b)  The  facity  shal  have  a  capacity  to  reduce  water  content  to  85  percent  or  less  of  original 

water  content 

(c)  The  facity  shal  have  the  equipment  to  inflow  wastewater  generated  from  the  dewaterirtg 
process  into  the  wastewater  disposal  facility. 

(d)  The  facility  shal  have  a  device  to  control  dewatering  volume. 

(e)  The  fadily  shal  have  a  system  to  prevent  liquid  waste  or  wastewater  generated  by  the 
dewatering  process  from  accidental  discharge. 

(11)  Drying  fadklies: 

(a)  Pursuant  to  Article  31  in  the  Entoroement  Regulations  of  the  Air  Environmental  Preservation 
Law,  the  amount  of  fuel  used  (converted  into  a  solid)  shal  be  more  than  30  Kg/hr,  and  the  inside  votune  shal 
be  mors  lhart  1  m’.  However,  in  case  of  a  natural  drying  fadity,  the  floor  size  shall  be  more  than  100  nf. 

(b)  In  case  of  vacuum  or  healing  dry  systems,  equipment  that  controls  drying  temperature  shal 

be  provided. 

(c)  In  case  of  a  natural  drying  system,  tfie  cover  shal  be  provided  to  prevent  inflow  of  rain. 

(d)  The  facity  shal  have  the  equipment  to  depose  of  toxic  gas  generated  form  drying  process. 

(12)  Solidification  facilities: 

(a)  Disposal  capacity  shal  be  2S  Kg/hr  or  more. 

(b)  The  facility  shal  be  furnished  with  devices  to  evenly  mix  cement,  water,  and  chemicals  to 
reduce  leach^  evenly,  and  to  control  the  mixture  ratio. 

(c)  The  facility  shal  be  provided  with  equfxnent  to  cure  the  mixed  substance  and  the  facility 
Shan  be  stmctured  to  prevent  am-off. 

(13)  Stabilization  facilities: 

(a)  Disposal  capacity  shal  be  25  Kghr  or  more,  or  inside  measurement  shal  be  2  rry  or  more. 
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(b)  The  tedity  ahal  be  provided  wi0)  equipmerrt  to  etataize  special  waste  to  a  chetnicaly  and 
btotogtoaly  stable  oondHion  by  using  chemical  substances  or  organisms. 

(c)  The  facity  shal  be  provided  with  the  equipment  to  dispose  of  toxic  gas  generated  from 
the  stabiiTing  process. 

2.  In  case  of  final  dispoeal  fadflies: 


a.  Common  standards: 

(1)  Lartolis  shal  be  cordoned  with  1.5  m  or  higher  wire  fence  to  control  access  of  people  or 
animals.  Such  fences  may  not  be  needed  if  the  site  is  naturaly  isolated  or  in  a  secured  area,  such  as  areas 
arourto  the  seaside,  river,  or  dUfs  that  prevent  easy  access. 

(2)  A  sign  of  *Oomeslic  Waste  LandM  Area*  which  is  larger  than  100  cm  x  SO  cm,  shal  be  posted 
at  the  entrance  of  landfl  will  elevalion  of  100  cm  a  higher.  In  the  sign,  address,  name,  and  phorre  number 
of  the  manager  shal  be  recorded. 

(3)  A  retaining  wal  or  the  embankment  that  prevents  overflow  of  domestic  waste  shal  be 
oonatruded  safely  and  in  consideration  of  the  anticipated  load  of  landfiltog  dorrrestic  waste. 

(4)  A  facity  to  weigh  incoming  domestic  waste  shal  be  established.  However,  this  facility  may  be 
excluded  in  the  case  where  the  Minister  of  Environment  Mayors/Govemors,  or  Regional  Administrators  of 
Envirorvnentel  Adminiseation  recognize  that  the  weigNng  tadity  is  unnecessary. 

(5)  The  foundation  of  landfiU  shal  be  structured  without  settlement 

(6)  A  facility  that  prevents  rain  from  flowing  into  the  landfill  area  shall  be  furnished. 

(7)  Equipment  that  separates  and  compacts  waste  and  a  car/teheel  wash  facility  for  transportation 
vehicles  shal  be  furnished.  However,  in  cases  where  the  Regional  Administrators  of  Environmental 
Administration  recognize  that  these  facilities  are  not  necessary  after  consideration  of  waste  targeted  for 
dnposal.  they  may  not  be  furnished. 

(8)  Four  or  more  groundwater-ntonitoring  weKs  shal  be  constructed  around  a  iarxIfHI  teoa  to  check 
whether  underground  water  is  poluted. 

b.  Separate  standards: 


(1)  Isolation  type  landfis; 


or  more. 


(a)  The  possible  landfill  area  shall  be  50  mF  or  more,  or  the  possible  capacity  shal  be  250  nf 


(b)  The  flow  and  outer  wals  shal  be  constructed  with  15  cm  w  more  in  thickness  of  teinforoed 
concrete,  wHh  a  compaction  strength  of  210  k^cnf  w  more,  measured  by  the  Korean  Industrial  Standard  F- 
2405  CCompaction  strength  test  method  of  concrete*},  w  with  a  stfucture  that  has  equal  effect  of  separation, 
and  they  shal  be  waterproofed. 


(c)  Each  partion  sM  ba  SO  nf  or  laas  of  poaaite  landing  area  or  250  nf  w  laaa  of  poaafcle 
landling  capacity,  and  tha  innar  wal  ahal  ba  mada  of  concreta.  10  cm  or  mora  thick,  wHh  lha  210  k(^cnf  or 
mora  of  lha  compact  skanglh. 

(2)  Managamant  type  landfMa; 

(a)  The  poasfcie  landflng  area  ahal  ba  1,000  nf  or  more,  or  ttie  possfeie  landing  capacity 
ahal  be  3,000  ih*. 

(b)  To  prevent  leachate,  tw  aide  and  bottom  of  landM  facUHies  ahal  be  treated  for 
watartightnasa  to  meet  the  foMowing  critaria.  by  uaa  of  watertight  materials  such  as  day  a  high  density 
polyethylene  in  consideration  of  the  types  and  landflng  height  of  special  waste.  However,  in  cases  where  the 
w^  parmedbity  coefficient  of  sol  of  the  side  and  bodom  of  landM  fadles  is  less  than  1/10,000,000  cm  per 
second  or  where  it  mors  than  equals  the  eftect  of  waterlightness,  it  may  be  excluded. 

1)  If  high  density  polyelhylene  or  synthetic  resins  of  materials  coirespondng  to  high 
density  polyelhylene  are  used:  two  or  more  ply  (one  or  more  ply  in  case  of  tarxMing  animal  carcasses,  sludge 
from  wastewater  treatment  plants,  manufacturing  process  sludge,  waste  plaster,  or  waste  asbestos  only)  with 
1  mm  or  more  of  thickness  of  each  shal  be  laid  on,  arxf  protection  gap  ahal  be  provided  by  using  nonwoven 
fabric  behveen  liners  and  also  30  cm  a  more  of  day  shaH  be  added  on  the  top  and  bottom  of  the  watertight 
materials. 

2)  I  a  kind  of  day,  such  as  day,  bentonite,  etc.  is  used:  The  water  penneabily  coefficient 
shal  be  less  than  1/10,000,000  cm  per  1  second  wHh  1.5  m  or  more  of  thickness  (75  cm  in  cases  of  landflng 
animal  carcasses,  sludge  from  wastewater  treatment  plants,  manufacturing  process  sludge,  waste  plaster,  or 
waste  asbestos  only). 

3)  When  other  watertight  materials  are  used;  waterlightness  shal  be  ensured  according 
to  the  criteria  specified  in  1)  or  2). 

(c)  The  catch  basin  that  cdtods  leachate  on  the  bottom  of  a  landfill  facility  and  the  equipment 
that  transports  the  oolected  leachate  to  treatment  facities  shal  be  constnjcted. 

(d)  A  water  storage  tank  that  stores  leachate  correspondent  to  seven  or  more  times  as  much 
as  the  maximum  frequent  daily  rainfal  arrxrng  the  rainfal  days  having  10  mrrVday  of  rainfal  during  the  last  10 
years  and  a  facility  that  treats  leachate  properly  shall  be  provided. 

(e)  In  case  of  landflng  organic  special  waste,  the  fadlity  that  colects  and  disposes  of  gas 
generated  from  the  larxMl  fadlity  shall  be  furnished. 

(3)  Sedimentation  type  landfils: 

(a)  The  possible  sedknentation  area  shall  be  1,000  nf  or  more,  or  3,000  nf  or  more  in 

capacity. 

(b)  The  facility  shafi  be  provided  wHh  equipment  to  cfispose  of  leachate  discharging  from  the 
landflng  facities. 
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(c)  Contlaiclion  stwidaids  (b)  and  (c)  of  the  management  type  landlW  shal  be  appKed  to 
woBtawatof  dhposal  or  water  ooleclion  for  the  sedimentation  type  landM. 

(4)  SUbizalion  type  landMs: 

(a)  The  posstole  landM  area  shal  be  1,000  rrf  or  more,  or  3,000  nf  or  more  in  capacity. 

(b)  The  embankment  shal  be  oonskuciad  in  consideration  of  safety  to  prevent  loss  of  special 

waste. 

3.  In  case  of  otwr  fadtias  that  tie  Mmisler  of  Environment  notilies  after  recognizing  safe  (fsposal  of  special 
waste,  pursuant  to  Artide  4.3  of  tie  Presidential  Decree: 

The  facilies  shal  be  constructed  in  accordance  witi  tie  consinxiion  standards  announced  by  tie  Minister  of 
Environment  in  consideration  of  tie  characteristics  of  corresponding  facites  and  types  of  special  waste 
targetsd  for  disposal. 


TabtsAie.  StKdaRtsfbrmaMsntoioa  of  apacfaf  waste  i5apoealtBdMias(ralatsd  to  Article  40). 

1.  Common  standards: 

a.  The  necessary  measures  such  as  regular  inspection  and  repairs  shall  be  taken  to  keep  nomial 
function  of  special  waste  disposal  facilities  functioning. 

b.  The  necessary  measures  shal  be  taken  to  keep  special  waste  from  blowing  off  or  dropping,  and  to 
prevent  tie  disoharge  of  offensive  odora. 

a  Disposal  areas  of  special  wasfe  shall  receive  necessary  measures  such  as  applied  insecticides  or 
pesticides  so  tiat  rats  or  harmful  insects  such  as  Ikes  or  mosquitoes  cannot  be  generated  and  bred. 

d.  The  disposal  or  storage  capability  of  tie  facility  shall  not  be  exceeded  when  tie  special  waste  is 
disposed  or  stored. 

e.  The  operation  of  tie  facility  shal  be  stopped  promptty  in  case  of  an  accident,  such  as  outlow  of 
special  waste  from  tie  disposal  facilities,  and  tie  necessary  acton  required  for  environmental  preservaton, 
such  as  colecton  of  tie  escaped  special  waste,  shal  be  taken. 

f.  When  water  pollutants,  pursuant  to  Table  1  to  tie  Prime  Mtoister  Order  of  Water  Environment 
Preservaton  Law,  are  generated  during  tie  process  of  special  waste  disposal,  regular  checks  should  be  made 
to  ensure  whetier  tie  water  poflutants  are  qsneratsd  appropriately  to  tie  standards  of  generaton  permit 

g.  A  manual  tor  equipment  and  facHites  shall  be  kept  and  tie  equipment  wto  fadlites  shal  be  operated 
by  tie  manual. 


h.  Rre  extnguishing  equipment  such  as  charged  fire  extnguishers,  shail  be  provided. 


i.  PraoBuionB  ihal  te  triwi  to  pretoct  and  todMiM  in  dangsr  of  fcwzinQ,  such  as  wnoval 

iFQfn  wtoisr  in  pf>os  altor  opsration. 

2.  Ssparato  standards: 

a.  In  case  of  intormedtole  dispQsai  facities: 

(1)  Incineralion  faditias: 

(a)  Temperature  of  the  combustion  chamber  exit  shal  be  kept  at  700  °C  or  more. 

(b) The  indnetatod  ashes  shall  be  cleaned  reguiaily  to  prevent  accumulation. 

(c)  Complels  combustion  shal  take  place  with  a  oontroled  air  volume  and  a  combustion 
oontroler.  Whan  toe  tacity  is  fired,  toe  tamperaiurs  of  toe  combustion  chamber  shal  be  raised  to  toe  proper 
tomperalura  by  a  combustion  controlar,  then  toe  special  waste  shal  be  deposited,  and  when  the  lacity  is  shut 
down,  toe  temperature  of  a  combustion  chamber  shall  be  reduced  slowly. 

(d)  The  pressure  in  a  combustion  chamber  shal  be  kept  constant  to  prevent  a  countertlcw  of 

combustion  gas. 

(e)  The  temperature  of  dacharging  gas  shal  be  kept  higher  than  dew  point  to  prevent  oonosion 
of  dtecharging  pipes,  etc. 

(f)  The  combustion  gas  shal  be  retaned  in  a  combustion  chamber  for  enough  time  so  that 
special  waste  may  be  properly  incinerated. 

(g)  The  reduced  volume  after  incineration  shaN  be  15  percent  or  less  of  toe  original  vokene. 

(h)  The  facilities  of  which  incineration  capacity  is  125  k^r  or  more  shal  be  inspected  for 
performance  every  3  years  by  toe  agencies  specified  and  announced  by  the  Minister  of  Environment 

(2)  High  temperature  destruction  facilities; 

(a)  The  temperature  of  offgas  shdl  be  1,100  ”C  or  higher. 

(b)  The  destruclian  chamber  shal  be  stnrctured  to  maintain  gas  for  enough  retention  time  to 
dtepose  of  special  waste  properly. 

(c)  The  deposrr  equipment  shal  be  coded  enough  to  prevent  erosion  by  high  temperatwe. 

(d)  The  reduced  volume  after  inctoeration  of  toe  residual  after  high  temperature  destriKtion 
shal  be  5  percent  or  less  d  the  original  volume. 

(e)  Facilities  with  a  high  temperature  destruction  capacity  of  125  kg/hr  or  more  shal  be 
irtapected  for  performance  every  3  years  by  toe  agencies  specified  and  announced  by  the  Minister  d 
EnvirontTwnt 
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(f)  The  manegamant  atandarda  tor  incinaraiion  faciliea  (b)  ttvough  (e)  ahal  alao  apply  to  cases 
bssidiaa  the  Mndarda  (*i  through  (0)  at  high  iamparaiura  dssfruelion  iaciiies. 

(3)  Shredding/cutling  facitea.  Shredding  and  cutting  shall  be  done  wttfe  controlling  supply  of 
special  waste  appropriate  to  the  dtoposal  capacity  of  the  facility. 

(4)  MeMng  fadMas.  Mailing  fadlites  shal  maintain  proper  melting  temperatures  aooordtog  to  types 
of  special  waste. 


(5)  Graduation  tadliltes: 


(a)  The  temperature  arrd  pressure  shal  be  controlled  approprialely  for  smooth  graduation  of 
special  waste  by  types. 

(b)  The  graduation  residues  shal  be  removed  regularly. 

(6)  Refining  fadWtes  and  reaction  facHities; 

(a)  The  amount  of  chemical  deposit,  temperature,  pressure,  and  agitation,  etc.  shall  be 
controlled  so  that  refining  or  reaction  may  be  conducted  properly. 

(b)  The  reaction  chamber  shal  be  cleaned  regularly  to  prevent  erosion  and  to  maintain  normal 

function. 


(7)  Oil  and  water  separation  fadHttes: 


(a)  The  oil  separated  shal  be  conveyed  immediately  to  an  oil  colection  storage  tank. 

(b)  The  oil  separated  shal  not  be  flowed  to  flow  back. 

(c)  The  filter  shall  be  replaced  or  rinsed  out  regularty  in  case  of  a  fadltty  using  a  filtration 

method. 


(d)  The  fadKttes  with  an  oil  and  water  separation  capacity  of  625  kg/hr  or  more  shal  be 
inspected  for  pertormanoe  every  3  years  by  the  agendas  specified  arto  announced  by  the  Minister  of 
Environment 


(8)  Dewatering  fadlittes: 


(a)  The  IMer  shal  be  replaoed  or  rinsed  out  and  the  hydroextractor  shal  be  rinsed  out  regularty 
to  prevent  a  loss  of  the  dewatering  function. 

(b)  Wires  or  fragments  shal  be  removed  on  occasion  to  prevent  damage  by  extraneous 

substances. 

(9)  Solidification  facilities: 


(a)  Cement,  water,  and  chemicais  reducing  leaching  shal  be  mixed  evenly. 


(b)  Tb*  tKity  ahal  be  d— nad  allv  Meh  opsraion  to  i«moM  tolloMOT  in  a  irwar,  such  aa 

oanwnL 

(c)  Tha  mixad  aubatanoa  ahal  ba  kapt  auffidantty  in  auapanaion. 

(10)  Drying  todHiaa: 

(a)  Tba  apacial  waala  ahal  ba  driad  by  typaa  and  lha  iadily  ahal  maintain  proper  drying 

tomparaiura. 

(b)  Tha  oovar  ahal  ba  put  on  a  natural  drying  tacity,  if  tt  raina. 

b.  In  caaa  of  fnd  diapoad  fadWiaa  (landMa): 

(1)  Aooaaa  to  landMa  by  unauthorizad  personnel  and  animala  ahal  ba  prohUtad. 

(2)  Watar  quality  inapaclions  of  wals  tor  monitoring  undargroind  wolar  around  landMa  ahal  ba 
oonductod  onoa  or  more  par  monto. 

(3)  Tha  aquiptnani  tor  loachate  colaction  ahal  raoeive  naoasaaty  maasures,  such  as  tegular 
removal  of  sol  and  sand,  to  maintain  normal  function. 

(4)  Managamanl  type  landMs  shal  dispose  of  generated  gas,  too. 

(5)  Where  apacial  waste  is  tnsated,  except  seplc  substance  specified  in  (6),  waste  shal  be  coveted 
up  wHh  sol  materials  of  thickness  of  15  cm  or  more  after  complalion  of  work  each  day,  and  an  intermeciate 
covering  of  a  thicknesa  of  SO  cm  or  more  shal  be  spread  between  every  3  m  when  the  height  of  spedat  waste 
landMod  is  Ngfiar  tfian  3  m.  However,  daily  and  intennedate  covering  need  not  be  conducted,  where  special 
waste  that  does  not  dwchaige  oflenaive  odors  toat  cannot  be  blown  off,  such  as  waste  synthetic  high  polymers 
dispoBad  by  shrsddngtoutting  or  mailing,  ato.,  is  landMad. 

(6)  Where  special  waste  contains  40  percent  or  more  of  septic  materials,  such  as  sludge,  organic 
wastes,  or  carcasses,  is  landMed,  it  ahal  be  covered  vdh  tNdmass  of  X  cm  or  more  every  50  cm  when  the 
height  of  special  waste  landMod  is  higher  than  50  cm.  However,  in  case  of  septic  waste  right  before  final 
covering  up  after  oomplelion  of  daily  work,  it  shal  ba  covered  up  with  ttiicknaes  corraspondtog  to  the  height 
of  the  waste. 

(7)  The  isolalion  type  landMs  shal  be  covered  tightly  with  oonctete  whan  their  uses  are  dosed 

down. 

(8)  The  retaining  wal  or  tire  embankment  of  landMs  shal  be  maintained  and  managed  to  prevent 
outflow  of  special  waste. 

c.  Oliar  special  waste  dtaposal  fadMes  tiM  the  Mnister  of  Environment  recognizes  as  safe  daposete 
of  apacial  waste,  pursuant  to  atlida  4.3  of  tiie  Presidsntial  Decree. 
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The  taaMMS  shaM  be  maintained  aoconing  to  the  maintenance  standards  announoed  by  the  Minister 
of  Envvorvnent  considering  the  characteristics  of  similar  fadiHies  and  types  of  special  waste  targeted  for 


TableAlT.  Refining weeteofUedflty. equipment, and >ec*inicel(ieletid to Aidcfe 43). 


1.  FacMties  and  Equipment 

a.  Refintog  facility  that  disposes  of  20  kg/day  or  more  waste  oil,  appropriate  to  the  following  criteha; 

(1)  Remaining  carbon:  8  percent  or  less  by  weight  ratio 

(2)  Water  and  sediment:  1  percent  or  less  by  volume  ratio 

(3)  Ash  content:  1 .5  percent  or  less  by  wei^t  ratio 

(4)  Sulfur  content:  1  percent  or  less  by  weight  ratio 

(5)  Cadmium  and  its  compounds:  2  ppm  or  less  by  weight  ratio 

(6)  Lead  and  its  compounds:  100  ppm  or  less  by  weight  ratio 

(7)  Chromium  and  its  compounds:  10  ppm  or  less  by  weight  ratio 

(8)  Arsenic  and  its  compounds:  S  ppm  or  less  by  weight  ratio 

b.  Storage  facility:  size  that  can  store  at  least  a  30-day  accumulation  of  waste  and  refined  oil. 

2.  Technical  Ability:  1  or  more  first  rate  engineer  of  waste  Cujposal,  air  environmental,  water  environmental, 
or  chemical  engineers. 


TaMeAlS.  Water  pollutant  oonfakied  In  the  products  taigetod  for 
44J. 


(related  to  Article 


1 .  Arsenic  or  its  compounds 

2.  Hexavalent  chromium  or  its  compounds 

3.  Mercury  or  its  compounds 

4.  Cadmium  or  its  compounds 

5.  Lead  or  its  oompouixls 

6.  Cyanide  compounds 

7.  Polychlorinatedbiphsnyt  (PCB) 

8.  Toxic  substance,  pursuant  to  Article  2  in  the  Enforcement  Regulations  of  the  Hazardous  Chemical  Substance 
Management  Law 


TabieAlS.  QuaMicalion  standards  of  technical  manager  (relatad  to  Aiticie  53). 


1.  Domestic  waste  disposal  tocHity: 

a.  LandfHI  facility:  1  or  more  among  the  waste 
chemical  engineer 


disposal,  water  environmental,  dvii,  mechanical,  and 


b.  Indnenilion  taaMy;  1  or  more  amono  tbe  waste  disposal,  air  en/irorvnental,  avU,  mechanical, 
chemical  engmeering,  and  electric  engineer 

c.  Other  fadlilies:  1  or  more  qualified  person  wvhose  necessity  is  recognized  through  the  approval  of 
the  disposal  facility  construction 

2.  Special  waste  disposal  fecity:  1  or  more  among  the  waste  disposal,  air  environmental,  water  environmental, 
dvil,  mechanical,  and  chemical  engineer. 


TaUeAaa  ChecMIela  lor  vtcartoue  SKecubon  contract  ter  techntcat  menagement  ot  weete  diepoeeHadllty 
(lelalad  to  Artide  55). 

1 .  Domestic  waste  disposal  facilities: 

a.  Landfill  facility: 

•  Disposal  equiprrtent  appropriateness  of  pollutant,  such  as  leachate 

•  Effluent  quality  (chemical  oxygen  demand,  biological  oxygen  demand) 

•  Land  cover  and  compression  condition,  safety  appropriateness  of  grourrd  arxf  embankment 
due  to  the  disaster 

b.  Incineration  facility: 

«  Appropriateness  of  the  amount  of  air  supply  arxJ  temperature  of  the  combustion  chamber  exit 

•  Function  of  air  pollution  protecting  fadlity  and  disposal  appropriateness  of  pollutant 

•  Density  of  dischaiging  pollutant  (HCL,  sulfuric  compound,  dust,  smoke,  and  cartx)n  monoxide) 

•  Appropriateness  of  type  and  quantity  of  the  waste  incinerated 

a  Facility  pursuant  to  the  stipulations  of  Article  3.3  or  3.4  in  the  Decree: 

•  Temperature  in  and  amount  of  air  to  the  reactor  (only  for  composting  facility) 

•  Function  of  pollution  control  facility  and  appropriateness  of  its  operation 

•  Condition  of  repair  and  maintenance  of  the  equipment 

•  Condition  of  pollutant  discharged,  such  as  arsenic  dust  and  odor 

d.  Other  facility  that  the  Minister  of  Environment  notifies  after  recognition  of  safety  to  dispose  of  domestic 
waste:  items  notified  by  the  Minister  of  Envirorvnent 
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2.  Spadai  waste  disposal  lacites; 
a.  Intennadiate  disposal: 


(1)  Common  items: 

•  Appropriateness  o<  type  and  quantity  of  ttw  waste  incinerated 

•  Transformation  and  tyeakage  of  the  floor  of  storage  or  main  disposal  tedlity 

•  Arrangement  of  temperature  recorder  and  appropriateness  of  its  operation 

•  Appropriateness  of  action  in  case  of  accidents 

•  Elimination  of  water  in  pipes  of  tedlity  or  equipment  likely  to  freeze 

•  Appropriateness  of  operation  of  facility  and  equipment  by  the  operation  ^ide 

•  Arrangement  of  fire  extinguishers 


(2)  bKineration  facility  and  high  temperature  destruction  facility: 


•  Breakage  of  fireproof  material 

•  Normal  operation  of  combustion  burner  and  extra  burner 

•  Normal  operation  of  safety  facilities 

•  Normal  operation  of  preventive  facilities 

•  Density  of  pollutant  out  of  discharging  gas 

•  CoTKition  of  cleanliness  in  the  combustion  chamber,  etc. 

•  Normal  operation  of  coding  pumps 

•  Air  density  and  fuel  ratio 

•  Execution  of  periodical  inspection 

•  Depositing  waste  after  appropriate  temperature  in  case  of  starting  operation,  and 
appropriateness  of  process  to  stop  operating  fadlity 

•  Appropriateness  of  temperature  and  pressure 

(3)  Fragmentation/cutting  facility: 

•  Breakage  of  fragmentation,  cutting  er^jipment 

•  Preventive  condition  of  blowing  off  slag-dust 


(4)  Melting  facility: 


•  Normal  operation  of  temperature  control  equipment 

•  Normal  operation  of  disposal  faci%  of  toxic  gas 

(5)  Graduation,  refining,  and  reaction  facility: 

•  Erosion  or  damage  of  evaporation  arxf  graduation  tank 

•  Normal  operation  of  temperature  control  equipment 

•  Normal  operation  of  disposal  facility  of  toxic  gas 

•  Execution  of  periodical  cleaning 


USACERL  SR  EP-Mm 


(6)  Oil  and  water  separation  facility: 

•  Damage  of  separated  water  transportation  facility 

•  Erosion  or  damage  of  recollected  oil  storage  tank 

•  Cleanliness  of  an  inlet  eliminating  extraneous  substa/Kes 

•  Normal  operation  of  equipment  controlling  amount  of  waste  oil  deposit 

•  Periodical  replacement  or  washing  of  a  filter  doth 

(7)  Condensation,  sedimentation  fadlity; 

•  Normal  operation  of  agitation  equipment 

•  Elimination  appropriateness  of  sludge  condensed  and  sedimented 

(8)  Dewatering  fadlity; 

•  Normal  operation  of  dewatering  function 

•  Effluence  of  waste  water  discharging  from  dewatering  process  or  liquid  waste 

•  Periodical  replacement  or  washing  of  a  filter  cloth 

•  Elimination  of  extraneous  substances 

(9)  Drying  fadlity: 

•  Normal  operation  of  drying  temperature  control  equipment 

•  Arrangement  of  a  cover  to  prevent  inflow  of  rain 

•  Nomial  operation  of  disposal  fadlity  of  toxic  gas 

(10)  Solidification  facility; 

•  Normal  operation  of  mixing  equipment 

•  Mixture  ratio  (cement,  water,  and  preventive  substance  of  elution) 

•  Loss  of  mixed  substances  out  of  the  recruit  fadlity 

•  Execution  of  cleaning  of  mixers,  etc 

(1 1 )  Stabilization  facility;  Nomial  operation  of  disposal  fadlity  of  toxic  gas 
b.  Final  disposal  fadlity; 

(1)  Common  items: 

•  Damage  of  outside  fadlities,  such  as  wire  net,  etc. 

•  Arrangement  of  landfill  area  signs  and  recording  its  content 

•  Normal  operation  of  weighing  equ^ent 

•  Subsidence  of  the  ground  of  landfifi  areas 

•  Execution  of  water  inspection  in  underground  water  wells 
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(2)  Isolatsd  landNI  facility: 

•  Damage  of  floor,  outside  walls,  and  partitions 

•  Arrangement  of  a  cover  to  prevent  inflow  of  rain 

(3)  Management  and  sedimentation  landfilling  facility: 

•  Damage  of  watertight  materials 

•  Damage  of  leachate  collection  wells  and  transportation  equipment 

•  Execution  of  periodical  cleaning  of  leachate  cottection  weUs  and  transportation  equipment 

•  Damage  of  water  controlling  tank 

•  Normal  operation  of  leachate  disposal  facility 

•  Quality  of  discharging  water 

•  Normal  operation  of  discharging  gas  disposal  facility 

(4)  Stabilization  landfill  facility:  Safety  of  embankment 

c.  Other  facility  that  the  Minister  of  Environment  notifies  after  recognition  of  safety  to  dispose  of  special 
waste:  Hems  notified  by  the  Minister  of  Environment 


TataleA21.  Handing  tee  for  pemitta  and  regMfatian  (raialad  to  Ailicie  80). 

1 .  Permit  of  domestic  waste  disposal  service: 

a.  New:  20,000 

b.  Modification:  10,000 

2.  Registration  of  design  arxl  construction  senrioe  for  domestic  waste  disposal  fadNty: 

a.  New:  40,000 

b.  Modffication:  20,000 

3.  Permits  for  special  waste  disposal  service: 

a.  New:  40,000 

b.  Modification:  20.000 


TabiaA22.  Standards  for  adminietiatlva  meaiutae  (refated  to  Arttde  81). 

1.  Genera)  standards: 

a.  When  there  are  two  or  more  violations,  the  administrative  measure  shat  follow  the  heavier  one  (when 
two  heavier  measures  are  the  same,  only  one  of  them  shall  apply.  The  same  applies  hereinafter).  When  the 
two  or  more  measures  apply  to  the  same  suspension  of  business,  half  of  the  heavier  measure  can  be  added 
to  the  yghta^  measure  but  shall  not  exceed  the  total  of  the  two  measures. 
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b.  Adminisfealive  maasure  that  depend  an  frequency  of  viotations  of  the  same  type  that  have  oocuned 
«Mth  1  year  of  each  othar. 

c.  vyfhan  there  are  succession,  oonvayanoe,  w  corporation  aftiiafion,  a  successor,  guarantoo,  or  affialad 
corporation  shall  success  to  measures  given  before  succession,  conveyance,  or  affiliation  (including  measures 
whose  period  has  been  passed  or  in  progress). 

d.  When  there  are  items  for  measures  which  are  not  specified  in  this  standards,  the  most  simitar  item 
for  measures  shall  be  applied. 


general  waste  disposal 


I,  specified  in  Article  45  of  the  Law 


Admmistraiive  measures  governing  design/oonstruction  cxxitractors  of  general  waste  disposal 


STANDARDS  FOR  ADMNiSTRATION  MEASURES 


me  wtw  does  not  report  special  waste  transportation/  Article  26.5  of  order  of  correction  suspension  of  suspension  of 

I,  specified  in  Article  27  of  the  Law  the  Law  business  1  month  business  3  months 


i 

i 


Korean  Waste  Disposal  Forms 


(Form  No.  1] 


( front ) 


REPORT  OF  A  LARGE  VOLUME  DOMESTIC  WASTE  GENERATOR 
(  A  large  volume  generator  who  falls  under  Article  6. 1  of  the  Decree) 


Process  Time 
Immediate 


1)  Name  of  Business 
REPORTOR  3)  Name  (President) 

S)  Address  of  Business 


6)  TYPES  OF  j 
GENERAT¬ 
ING 
WASTE 


2)  Type  of  Business 


4)  Residence 
Recistiation  No. 


Major  Generating  Process 


7)  DISPOSAL 
CONDITION 
OF  GENER¬ 
ATING 
WASTE  BY 
TYPE 


8)  SELF-  Disposal 

DISPOSAL  Method 


Component 


Generating 

Volume 

(t/yr) 


Type/  Size  of 
Storage  Container 


Disposal  Condition  (t) 

Recycle 

(use) 

Self  Disposal 
Volume 

Trust  Disposal 
Volume 

TRUST 

disposal 


9)  Name  of  Trust  Co. 


10)  Expenditure  for  Disposal 


I  hereby  report  the  large  volume  domestic  waste  generator,  pursuant  to  Article  14.1  in  the  Law, 
Article  6. 1  in  the  Regulation,  and  Article  8  in  the  Presidential  Decree  of  the  Waste  Management  Law. 


Date : 

Reporter : 


(signature) 


To  Mayors/County  and  Ward  Heads 


Enclosure :  none 
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(back) 


[Fill-out  Information] 

1.  One  shall  record  the  type  of  business  (2)  pursuant  to  the  Korean  Standards  of  Industrial  Classification 
(small  classification). 

2.  One  shall  record  item  6)  only  for  "large  classification  3.  Manufacturing"  and  "double-small  classification 
41011.  Electric  power  Generation"  in  the  Korean  Standards  of  Industrial  Claassification  (Notification 
No.  7 1  of  the  Economic  Planning  Board) 

3.  One  shall  record  the  type  of  waste  (6, 7)  in  the  concrete,  such  as  slag,  dust,  waste  molding  sand,  waste 
sand,  waste  fire  resistant  materials,  pieces  of  pottery,  incineration  leftovers,  stabilized  or  solidified 
leftovers,  waste  catalyzers,  waste  inhalants,  waste  absorbent,  sludge,  animal  leftovers,  waste  papers, 
waste  woods,  waste  leather,  waste  fiber,  waste  rubber,  pieces  of  metal,  waste  construction  materials, 
briquet  ashes,  eatables,  vegetables,  waste  glass,  and  waste  plastics,  etc. 

4.  Component  (7)  shall  be  recorded  by  separation  of  liquid  and  solid  phase. 


TTiis  application  form  is  processed  as  follows: 
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[Form  No.  2] 


(Filing  No  ;  ) 


REPORT  OF  A  LARGE  VOLUME  DOMESTIC  WASTE  GENERATOR 
(  A  large  volume  generator  who  falls  under  Article  6.2  of  the  Decree) 


REPORTOR 

1)  Name  of  Business 

3)  Name  (President) 

5)  Address  of  Business 

6)  GENERATING  VOLUME 

7)  TYPE  OF  WASTE 

9)  SELF  -  DISPOSAL 

Disposal 

Method 

TRUST  -  DISPOSAL 


10)  Name  of  Trust  Co. 


1 1)  Expenditure  for  Disposal 


(front ) 


Process  Time 
Immediate 


I  hereby  report  the  large  volume  domestic  waste  generator,  pursuant  to  Article  14.1  in  the  Law, 
Article  6.2  in  the  Regulation,  and  Article  8  in  the  Presidential  Decree  of  the  Waste  Management  Law. 


Date : 
Reporter : 
Receptionist 


(signature) 

(signature) 


To  Mayors/County  and  Ward  Heads 


Enclosure  :  none 

*  Filing  No.  shall  be  filled  out  by  the  manager  of  landfill  site 
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(back) 


[Fill-out  Information] 

1.  One  shall  record  the  type  of  business  (2)  pursuant  to  the  Korean  Standards  of  Industrial  Classification 
(small  classification). 

2.  One  shall  record  the  type  of  waste  (7)  in  the  concrete,  such  as  slag,  dust,  waste  molding  sand,  waste 
sand,  waste  fire  resistant  materials,  pieces  of  pottery,  incineration  leftovers,  stabilized  or  solidified 
leftovers,  waste  catalyzers,  waste  inhalants,  waste  absorbent,  sludge,  animal  leftovers,  waste  papers, 
waste  woods,  waste  leather,  waste  fiber,  waste  rubber,  pieces  of  metal,  waste  construction  materials, 
briquet  ashes,  eatables,  vegetables,  waste  glass,  and  waste  plastics,  etc. 

3.  Component  (8)  shall  be  recorded  by  separation  of  liquid  and  solid  phase. 


This  application  form  is  processed  as  follows; 


*  The  Report  shall  be  submitted  to  the  landfill  area  manager,  when  a  generator  transport  waste  to 
the  landfill  area  by  himself. 
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[Form  No.  3] 


(front ) 


□  BUSINESS  j  PQR  domestic  WASTE  DISPOSAL 

□  BUSINESS  CHANGE 


REPORTOR 


1)  Name  (President) 


3)  Address  of  Business 


4)  Name  of  Business 


6)  Type  of  Business 


7)  Waste  for  Business 


2)  Residence 
Recistration  No. 


5)  Capital  Stock 
(Propeny) 


,000,000  won 


10)  Expected  Location 
for  Office 


1 1)  Expected  Date  for 
Besinnins  Business 


Name  of  Facility/ 
Equipment 


12)  Expected  Data  for  Applying 
for  Disposal  Service  Permit 


13)  Construction  (Security)  Details  of  Facility  and  Equipment  (Change) 


Size  (Capacity) 


Location 


Name  of 

Preventive  Facility 


Size  (Capacity) 


Before  Changes 


After  Changes 


Change  Reason 


14)  Change  Details 


I  hereby  submit  g  CHANGE  ^  DOMESTIC  WASTE  DISPOSAL, 

pursuant  to  Article  17. 1  in  the  Law,  and  Article  12.2  in  the  Regulation  of  the  Waste  Management  Law. 


Date : 
Presenter ; 


(signature) 


To  Mayors/Govemors 


Enclosure 


1.  1  copy  of  Collection/Transportation  or  Disposal  Plan  of  domestic  waste  targeted  for  disposal 

2.  1  copy  of  Facility  Construction  or  Equipment  Security  Plan 

3.  1  copy  of  Technical  Ability  Security  Plan 
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(back) 


(Fill-oui  Information] 

1.  One  shall  record  every  types  of  business  (6)  supposed  to  obtain  permits. 

2.  One  shall  record  the  type  of  waste  (7)  in  the  concrete,  such  as  slag,  dust,  waste  molding  sand,  waste 
sand,  waste  fire  resistant  materials,  pieces  of  pottery,  incineration  leftovers,  stabilized  or  solidified 
leftovers,  waste  catalyzers,  waste  inhalants,  waste  absorbent,  sludge,  animal  leftovers,  waste  papers, 
waste  woods,  waste  leather,  waste  fiber,  waste  rubber,  pieces  of  metal,  waste  construction  materials, 
briquet  ashes,  eatables,  vegetables,  waste  glass,  and  waste  plastics,  etc. 

3.  One  shall  record  the  business  area  (8)  by  the  classifications  of  city  and  province,  if  necessary,  by  city, 
county,  and  ward. 

4.  One  shall  record  all  of  expected  locations  for  locating  facility  and  equipment  (9). 

5.  One  shall  record  the  current  business  office  and  expected  construction  location  in  the  expected  location 
for  office  (10). 

6.  One  shall  record  the  expected  starting  date  for  constructing  or  securing  facilities  or  equipment  in  the 
expected  date  for  beginning  business  (11). 

7.  one  shall  record  the  name  of  a  disposal  facility  pursuant  to  Article  3  in  the  Decree  for  the  name  of 
disposal  facility  (13),  disposal  capability/hr  and  expected  average  operating  hours/day  for  the  size 
(capacity)  of  disposal  facility,  and  transportation  capacity  by  t  or  m^  for  the  transportation  equipment. 


This  application  form  is  processed  as  follows: 


Arplicant 


Processing  Office 


City  /  County  /  Ward 


Coordinating  (Confuming) 
Office 


(Public  Service 
Center) 


Document  Check 


Checking  Conflicting 
Items  with  Other  Laws 


[Form  No.  4] 


(front ) 


□  PERMIT  T 

APPLICATION  FOR  Q  permIT  FOR  CHANGE  ^  “b.s^oSA^SE^vIS'" 


Process  Time 
30  days 


1)  Name  of  Business 


REPORTOR  I  3)  Name  (President) 


5)  Address  of  Business 


6)  Type  of  Business 


8)  Waste  for  Business 


9)  Business  Area 


10)  Location  of 
Business  office 


1 1)  Office  Location 


12)  Beginning  Date  of 
Business 


Name  of  Facility/ 
Equipment 


2)  Approval  No.  &  Date 
for  Business  Plan 


4)  Residence 
Registration  No. 


7)  Capital  Stock 
(Property) 


14)  Construction  (Security)  Details  of  Facility  and  Equipment  (Change) 


Size  (Capacity) 


Location 


Name  of 

Preventive  Facility 


15)  Security  Details 
of  Technical  Ability 


,000.000  won 


Size  (Capacity) 


I  hereby  submit  an  APPLICATION  for  H  PERMIT  i  PL^  pqr  DOMESTIC  WASTE  DISPOSAL. 

□  PERMIT  FOR  CHANGE  ^ 

pursuant  to  Article  17.1  in  the  Law,  and  Q  Article  13.2  lin  the  Regulation  of  the  Waste  Management 

□  Article  12.4  ^ 


Date  : 


Applicant : 


(signature) 


To  Mayors/Govemors 
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(back) 


Enclosure : 


_ Fee _ 

New  ;  20,000  won 


1.  1  copy  of  Identification  Certificate  (Corporation  Registration  Transcript  and  |Change :  10,000  won 
Staffs  Identification  cards,  for  a  Corporation) 

2.  1  copy  of  Written  Details  for  facilities  and  equipment 

3. 1  copy  of  Construction  Details,  Plan,  and  Disposal  Process  (only  for  intermediate  and  final 
disposal  services  of  domestic  waste)  of  the  Disposal  facility 

4.  1  copy  of  Technical  Ability  Retention  Condition  and  Document  that  ensures  the  qualification 

5.  1  copy  of  Document  that  ensures  the  Capital  Stock  or  Property 

6.  1  copy  of  Post-Management  Plan  (only  for  landfill  facilities)  of  domestic  waste  disposal  facilities 

*  For  an  Application  for  approval  of  change.  Documents  that  ensure  the  contents  of  changes  and 
Permit  Certificate 


[Fill-out  Information] 

1.  The  recording  procedure  from  1)  to  1 1)  is  same  as  the  procedure  of  Domestic  Waste  Disposal 
Business  Plan  (Form  No.3). 

2.  One  shall  record  degrees  and  numbers  of  people  by  the  types  of  qualification  certificate  in  item  15). 


This  application  form  is  processed  as  follows; 


Processing  Office 


City  /  Province 


Filing 


(Public  Service  Center) 


Checking  Contents 


Investigation  of  the 
Actual  Conditions 


Decision 
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[Form  No.  5] 
Permit  No.; 


(front. ) 


CERTIFICATE  OF  PERMIT  FOR  DOMESTIC  WASTE  DISPOSAL  SERVICE 


1)  Name  of  Business 


3)  Name  (President) 


5)  Type  of  Business 


6)  Address  of  Business 


7)  Waste  for  Business 


8)  Business  Area 


9)  Location  of 
Business  office 


10)  Permit  Requirements 


2)  Capital  Stock 
(Property) 


4)  Residence 
Registration  No. 


,000.000  won 


I  hereby  permit  a  Domestic  Waste  Disposal  Service,  pursuant  to  Article  17.1  in  the  Law,  and 
Article  12.6  in  the  Regulation  of  the  Waste  Management  Law. 


Mayors  /  Governors  (signature) 


177 


[  Changed  Items  ] 


(back) 
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[Form  No.  6] 


(front ) 


APPLICATION  FOR  REISSUE  OF  CERTIFICATE  OF 
DOMESTIC  WASTE  DISPOSAL  SERVICE 


Process  Time 
3  days 


1)  Name  of  Business 


REPORTOR  1 3)  Name  (President) 


6)  Type  of  Business 


7)  Waste  for  Business 


8)  Reason  of  Applying 
for  Reissue 


5)  Address  of  Business 


D  Loss 


Q  Damage 


I  hereby  apply  for  reissuing  Certificate  of  Permit  for  Domestic  Waste  Disposal  Service  for  the  reason 
given  above,  pursuant  to  Article.  17.1  in  the  Law,  and  Article  14  in  the  Regulation  of  the  Waste 
Management  Law. 


Date  : 


Applicant : 


(signature) 


To  Mayors/Govemors 


Enclosure 


1.  1  copy  of  written  statement  for  reasons  in  case  of  losing  a  certificate  of  permit 

2.  The  original  Certificate  of  Permit  in  case  of  worn-out 


179 


This  application  form  is  processed  as  follows: 


(back) 
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(Form  No.  7) 


(front ) 


□  PERMIT  OF  CONSTRUCTION  OF  I _ ; 

APPLICATION  FOR  p  permIT  FOR  CHANGE  ^  DOMESTIC  WASTE  DISPOSAL 

FACILITY 


Process  Time 
30  davs 


1)  Name  of  Business 


REPORTOR  3)  Name  (President) 


5)  Address  of  Business 


6)  Waste  for  Business 


7)  Name  of  business  discharging 
waste  for  disposal 


8)  Expected  Location  of 

Disposal  Facility  Construction 


9)  Expected  Date  of  Construction 
Start 


1 1)  Name  of  Disposal 
Facili 


12)  Disposal  Size 
(Capacity) 


13)  Type  of  Waste 
for  Disposal 


10)  Expected  Date  of 
Completion 


14)  Expected  Disposal 
Volume  (t/yr) 


15)  Name  of 
Preventive  Facility 


16)  Details  of  Change 


Before  Change 


After  Change 


Reasons  of  Change 


I  hereby  submit  an  APPLICATION  for  S  PERMIT  i  Construction  of  Domestic  Waste  Disposal 

U  PERMIT  FOR  CHANGE 

Facility,  pursuant  to  Article  20.2  in  the  Law,  and  Q  Article  16.1 1  in  the  Regulation  of  the  Waste 

U  Article  16.3 

Management  Law. 


Date  : 


Applicant : 


(signature) 


To  Minister  of  Environment 
Mayors/Govemors 

Regional  Administrators  of  Environmental  Administration 


101 


(back) 


Enclosure  : 

1 .  1  copy  of  Construction  Plan  of  Domestic  Waste  Disposal  Facility 

2.  1  copy  of  Written  Validity  Research  for  facility  construction  including  items  notified  by  the 
Minister  of  Environment  (only  for  landfill  facilities  with  10,000  m^  or  more  of  the  size  or 
30,000  m3  or  more  of  the  capacity,  and  incineration  facilities  with  50  t/day  or  more  of 
incineration  capacity) 

3.  1  copy  of  Design  Plan  of  the  domestic  waste  disposal  facility 

4.  1  copy  of  Post-Management  Plan  (only  for  landfill  facilities)  of  domestic  waste  disposal  facilities 
*  For  an  Application  for  approval  of  change.  Documents  that  ensure  the  contents  of  changes 


[Fill-out  Information] 

1.  One  shall  record  the  type  of  business  (2)  pursuant  to  the  Korean  Standards  of  Industrial  Classification 
(small  classification). 

2.  One  shall  record  the  type  of  waste  (6)  in  the  concrete,  such  as  slag,  dust,  waste  molding  sand,  waste 
sand,  waste  fire  resistant  materials,  pieces  of  pottery,  incineration  leftovers,  stabilized  or  solidified 
leftovers,  waste  catalyzers,  waste  inhalants,  waste  absorbent,  sludge,  animal  leftovers,  waste  papers, 
waste  woods,  waste  leather,  waste  fiber,  waste  rubber,  pieces  of  metal,  waste  construction  materials, 
briquet  ashes,  eatables,  vegetables,  waste  glass,  and  waste  plastics,  etc. 

3.  Size  (Capacity)  of  item  12)  shall  be  filled-out  by  disposal  capacity/hr  and  average  operating  hours/day. 


This  application  form  is  processed  as  follows: 


[Form  No.  8] 


( front ) 


Process  Time 

REPORT  FOR  STARTING  USE  OF 

DOMESTIC  WASTE  DISPOSAL  FACILITY 

15  days 

1)  Name  of  Business 
R£PORTOR  3)  Name  (President) 

S)  Address  of  Business 


6)  Location  of  Disposal  Facility 


7)  Date  of  Completion 


9)  Waste  for  Disposal 


2)  Date  of  Construction 
Approval  (Permit) 


4)  Residence 
Registration  No. 


8)  Expected  Date  of 
Starting  Use 


DISPOSAL 

FACILITY 

10)  Name  of  Disposal 

11)  Disposal  Size 

12)  Expected  Disposal 

13)  Name  of 

Facility 

(Capacity) 

Volume  (t/yr) 

Preventive  Facility 

I  hereby  rcpon  Commencement  of  Use  of  a  domestic  waste  disposal  facility,  pursuant  to 

Article  20.3  in  the  Law,  and  Article  17  in  the  Regulation  of  theWaste  Management  Law. 

Date :  ... 

Reponor : 

(signature) 

To  Minister  of  Environment 

Mayors/Govemors 

Regional  Administrators  of  Environmental  Administration 

Fee 

Enclosure : 

None 

1  copy  of  Operation-Management  Plan 

(back) 


[Fill-oui  Information] 

1.  One  shall  record  the  name  of  business  furm  approved  (permitted)  for  construction  of  the  domestic 
waste  disposal  facility  in  the  name  of  business  (1). 

2.  One  shall  record  the  type  of  waste  (9)  in  the  concrete,  such  as  slag,  dust,  waste  molding  sand,  waste 
sand,  waste  fire  resistant  materials,  pieces  of  pottery,  incineration  leftovers,  stabilized  or  solidified 
leftovers,  waste  catalyzers,  waste  inhalants,  waste  absorbent,  sludge,  animal  leftovers,  waste  papers, 
waste  woods,  waste  leather,  waste  fiber,  waste  rubber,  pieces  of  metal,  waste  construction  materials, 
briquet  ashes,  eatables,  vegetables,  waste  glass,  and  waste  plastics,  etc. 

3.  Size  (Capacity)  of  item  1 1)  shall  be  filled-out  by  disposal  capacity/hr  and  average  operating  hours/day. 


This  application  form  is  processed  as  follows; 


Processing  Office 


Ministry  of  Environment, 

City  /  Province, 

Regional  Environment  Administration 


Filing 


(Public  Service  Center) 


Checking  Contents 


Investigation  of  the 
Actual  Conditions 


Decision 
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[Form  No.  9] 


(front  > 


Process  Time 

REPORT  FOR  STARTING  USE  OF 

DOMESTIC  WASTE  LANDFILL  FACILITY 

15  days 

1)  Name  of  Business 
REPORTOR  3)  Name  (President) 

5)  Address  of  Business 


6)  Date  of  Completion  :  .  .  .7)  Expected  Date  of  Use  : 


2)  Date  of  Construction 
Approval  (Permit) 


4)  Residence 
Registration  No. 


8)  Expected  Date  of 
Completion  of  Use: 


9)  Location  of  Landfill  Facility 


USE  PLAN  by  DISTRICT 
in  the  whole  facility 


10)  By  District 


11)  Size  (m^) 


12)  Capacity  (n? ) 


13)  Period  of  Use 


14)  Size  of  Landfill  Area 


Capacity 

(m3) 


Average 
Height  of 
Landfill  (m) 


I  hereby  report  Commencement  of  Use  of  a  domestic  waste  landfill  facility,  pursuant  to 

Article  20.3  in  the  Law,  and  Article  17  in  the  Regulation  of  theWaste  Management  Law. 

Date :  ... 

Reporter : 

(signature) 

To  Minister  of  Environment 

Mayors/Govemors 

Regional  Administrators  of  Environmental  Administrauon 

Fee 

Enclosure : 

None 

1  copy  of  Operation-Management  Plan 

(back) 

[Fill-out  Information] 

1.  The  expected  date  of  completion  of  use  (8)  shall  be  reckoned  in  consideration  of  estimated  average 
landfill  volume/day  and  the  amount  of  covering  up  soil. 

2.  One  shall  record  the  actual  size  of  possible  landfilling  for  size  and  the  actual  volume  of  possible 
landfilling  for  capacity  in  items  10)  through  14). 

3.  One  shall  record  the  size  of  whole  area  in  the  size  of  landfill  area  (14). 


This  application  form  is  processed  as  follows: 


(Form  No.  10] 


(front ) 


APPLICATION  FOR  APPROVAL  OF  DESIGN/CONSTRUCTION 
OF  DOMESTIC  WASTE  DISPOSAL  FACILITY 


1)  Name  of  Business 


Process  Time 
20  days 


REPORTOR  2)  Name  (President) 


4)  Address  of  Business 


5)  Location  of  Disposal  Facility 


3)  Residence 
Registration  No. 


6)  Facility  for  Approval 


8)  Technical  Ability 


I  hereby  submit  an  application  for  approval  of  design/construction  of  domestic  waste  disposal 
facility,  pursuant  to  Article  21.1  in  the  Law.  and  Article  20.1  in  the  Regulation  of  theWaste 
Management  Law. 


Date  : 
Applicant : 


(signature) 


To  Regional  Administrators  of  Environmental  Administration 


Enclosure : 

1.  1  copy  of  Explanation  of  an  Outline  for  the  facility 

2.  1  copy  of  Expense  Accounts  for  Construction 

3.  1  copy  of  a  Design  Plan 

4.  1  copy  of  Documents  specifying  Location,  Capacity,  and  Disposal  Procedures  of  facility 

5.  1  copy  of  Documents  that  veifies  Ability  of  Design  and  Construction 
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(back) 


IFill-out  Information) 

1.  Facility  for  approval  (6)  shall  be  filled-out  by  the  name  of  disposal  facility  specitied  in  Article  3  of  the 
Decree. 

2.  Size  (Capacity)  of  item  7)  shall  be  fdled-out  by  disposal  capacity/hr  and  average  expected  operating 
hours/day. 

3.  One  shall  record  degrees  and  numbers  of  people  by  the  types  of  qualification  certificate  in  the  technical 
ability  (8). 


This  application  form  is  processed  as  follows: 


[Form  No,  11] 


Approval  No.; 

APPROVAL  FOR  DESIGN/CONSTRUCTION  OF 
DOMESTIC  WASTE  DISPOSAL  FACILITY 


1)  Name  of  Business 

1 

2)  Name  (President) 

3)  Residence 
Registration  No. 

4)  Address  of  Business 

5)  Facility  and  Size  (Capacity) 
Approved 

6)  Location  of  Disposal  Facility 

I  hereby  approve  design/construction  of  domestic  waste  disposal  facility,  pursuant  to  Article  21.1 
in  the  Law,  and  Article  20.2  in  the  Regulation  of  theWaste  Management  Law. 

Date :  ... 


Regional  Administrators  of  Environmental  Administration  (signature) 
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[Form  No.  12! 


( t i ont ) 


Process  Time 


OF  DESIGN/ 

T?r>D  ]  CONSTRUCTION  BUSINESS 

APPLICATION  FOR  Q  REGISTRATION  OF  CHANGE^  poR  DOMESTIC  WASTE 

DISPOSAL  FACILITY 


20  (lavs 


REPORTOR 

1)  Name  of  Business 

2)  Type  of  Disposal 

3)  Name  (President) 

4)  Residence 
Registration  No. 

5)  Address  of  Business 

(Tel;  ) 

6)  Location  of  Laboratory 

(Tel:  ) 

7)  Capital  Stock  (Property) 

won 

8)  Technical  Ability 

I  hereby  submit  an  APPLICATION  for  Qrefismdon  of  change  1  design/constniction  business  for 
domestic  waste  disposal  facility,  pursuant  to  Anicle  21.3  in  the  Law,  and  0^1^016  24  2  ^ 
the  Regulation  of  the  Waste  Management  Law. 


Date ;  ... 

Applicant :  (signature) 


To  Regional  Administrators  of  Environmental  Administration 


Enclosure 

1.  1  copy  of  an  Identification  Paper  (a  transcript  of  corporation  registration 
and  ED  papers  of  staffs  in  case  of  a  corporation 

2.  1  copy  of  Facility  and  Equipment  Details  (a  contract  of  measurement  execution  by  proxy  in  case  of 
vicarious  execution  contract  with  an  assigned  measurement  agent  who  meets  the  requirements  of 
facilities  and  equipment,  pursuant  to  Article  39  in  the  Regulations  of  the  Air  Environment 
Preservation  Law  and  Article  51  in  the  Regulations  of  the  Water  Environment  Preservation  Law) 

3.  1  copy  of  Documents  that  ensures  reserved  condition  of  technical  abilities  and  its  qualification 

4.  1  copy  of  Documents  that  ensures  capitals  or  estates 

5.  1  copy  of  Documents  that  ensures  a  license  appropriate  to  the  relevant  field  pursuant  to  the 
Construction  Law 

*  For  an  Application  for  approval  of  change.  Documents  that  ensure  the  contents  of  changes  and 
Registration  Certificate 


_ Fee _ 

New  :  40.000  won 
Change :  20,000  won 
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MPNUFRCTURED  TO  RUM  STRNDRRDS 
BY  RPPLIED  IMRGE,  INC. 


(back) 


[Fill-out  Information] 

1.  One  shall  record  every  fields  wanted  of  the  disposal  facilities  specified  in  Article  3  of  the  Decree,  in 
the  type  of  disposal  (2). 

2.  One  shall  record  degrees  and  numbers  of  people  by  the  types  of  qualification  certificate  in  the  technical 
ability  (8). 


This  application  form  is  processed  as  follows: 


[Form  No.  13] 


(front) 


Registration  No.: 


CERTIFICATE  OF  REGISTRATION  FOR  DESIGN/CONSTRUCTION 
BUSINESS  OF  DOMESTIC  WASTE  DISPOSAL  FACILITY 


1)  Name  of  Business 


3)  Name  (President) 


5)  Address  of  Business 


6)  Location  of  Laboratory 


7)  Capital  Stock  (Property) 


I  hereby  confirm  the  registration  for  design/construction  business  of  domestic  waste  disposal  facility, 
pursuant  to  Article  21,3  in  the  Law,  and  Article  23,3  in  the  Regulation  of  theWaste  Management  Law. 


Date : 


Regional  Administrators  of  Environmental  Administration  (signature) 
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[  Changed  Items  ) 


(back) 
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[Form  No.  14] 


(front) 


REPORT  FOR  1  OF  SPECIAL  WASTE 

□generator  for  change  ^ 


2)  Type  of  Business 


Process  Time 
7  days 


REPORTOR 

1)  Naiiic  ut  Business 

3)  Name  (President) 

5)  Address  of  Business 

6)  Major  Products 


7)  Output  (t/yr) 


4)  Residence 
Registration  No. 


8)  Major  Raw  Material  Used  9)  The  Amount  Used  (t/yr) 


10)  Manufacturing  Process 


DISCHARGING  at:.  i  •'  .  3SAL  PLAN  of  SPECIAL  WASTE  (t/yr) 


11)  Type  12)Dis- 
of  Waste  charging  . 

Volume  Recycle 


13)  Self- Disposal  Volume 


14)  Trust-Disposal  Volume 


Intermediate 

Disposal 


Before  Changes 


After  Changes- 


Reasons  of  Changes 


IS)  Change  Details 


16)  Reason  for  Reportl  Start  of  Business 


Change  (  Date: 


I  hereby  submit  an  REPORT  ofSPECIAL  WASTE,  pursuantto 

Article  24.2  in  the  Law,  and  ^Article  26.1  i  jj|  jjjg  Regulation  of  the  Waste  Management  Law. 

UArticle26.4  ^ 


Date : 

Applicant ; 


(signature) 


To  Regional  Administrators  of  Environmental  Administration 
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(back) 


Enclosure ; 


Fee 

None 


1.  1  copy  of  a  Plan  of  manufacturing  process 

2.  1  copy  of  Details  of  types,  constituents,  and  expected  generating  volume  of  special  waste 

3.  1  copy  of  Disposal  Plan  by  the  type  of  special  waste 

4.  1  copy  of  Construction  Details  or  Construction  Plan  (only  for  self-disposal) 


*  For  an  Application  for  report  of  change.  Report  Certificate  of  Special  Waste  Generator 


(Fill-out  Information] 

1.  One  shall  record  the  type  of  business  (2)  pursuant  to  the  Korean  Standards  of  Industrial  Classification 
(small  classification). 

2.  One  shall  draw  the  flowchart  of  the  total  process  by  each  work  unit  covering  from  the  storage  &  input  of 
source  materials  to  the  output  of  the  final  product  for  the  Plan  of  manaufacturing  process.  One  shall  also 
indicate  the  point  of  input  of  source,  sub-source  materials,  additives,  and  the  point  of  generation  of  the 
special  waste. 

3.  In  the  Details  of  types,  constituents,  and  expected  generating  volume  of  special  waste,  one  shall  record 
the  amount  of  the  source,  sub-source  materials  us^,  the  name  of  product,  production,  and  the  type/ 
constituent/quantity  of  the  special  waste  estimation  by  each  process. 

4.  In  the  Disposal  Plan  of  special  waste,  one  shall  record  the  disposal  plan  in  detail  by  each  type  of  waste. 


This  application  form  is  processed  as  follows: 


(Form  No.  15] 


(front) 


CERTIFICATE  OF  REPORT  FOR  SPECIAL  WASTE  GENERATOR 


2)  Type  of  Business 


REPORTOR 

1)  Name  of  Business 

3)  Name  (President) 

5)  Address  of  Business 

4)  Residence 
Registration  No. 


6)  Major  Products 


7)  Output  (t/yr) 


8)  Major  Raw  Material  Used  9)  The  Amount  Used  (t/yr) 


10)  Manufacturing  Process 


DISCHARGING  and  DISPOSAL  PLAN  of  SPECIAL  WASTE  (t/yr) 


14)  Trust-Disposal  Volume 


11)  Type 
of  Waste 

12)  Dis- 

13)  Self-Disposal  Volume 

cnaTging 

Volume 

Recycle 

Intermediate 

Disposal 

Final 

Disposal 

Recycler 


Disposer 


I  hereby  confirm  the  report  for  special  waste  generator,  pursuant  to  Article  24.2  in  the  Law,  and 
Article  26.3  in  the  Regulation  of  theWaste  Management  Law. 


Regional  Administrators  of  Environmental  Administration  (signature) 
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(Cont'd) 


Date 


Details 


Confirm 


MANAGEMENT  RECORD  OF  SPECIAL  WASTE 
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[Form  No.  17) 


(front) 


□  BUSINESS  j  PQP  SPECIAL  WASTE  DISPOSAL 

□  BUSINESS  CHANGE 


Process  Time 


50  days  (30  day 
for  business 
change) 


REPORTOR 


1)  Name  (President) 


3)  Address  of  Business 


4)  Name  of  Business 


6)  Type  of  Business 


5)  Capital  Stock 
(Property) 


,000,000  won 


details  Waste  for  Business 


8)  Business  Area 


BUSINESS 


10)  Expected  Location 
for  Office 


1 1)  Expected  Date  for 
Beginning  Business 


12)  Expected  Data  for  Applying 
for  Disposal  Service  Permit 


13)  Construction  (Security)  Details  of  Facility  and  Equipment  (Change) 


Name  of  Facility/ 
Equipment 


Size  (Capacity) 


Location 


Name  of 

Preventive  Facility 


Size  (Capacity) 


14)  Change  Details 


Before  Changes 


After  Changes 


Change  Reason 


I  hereby  submit  Q^^IS'cHANGE  1  PLAN  FOR  SPECIAL  waste  DISPOSAl, 

pursuant  to  Article  26. 1  in  the  Law,  and  Article  33.2  in  the  Regulation  of  "he  Waste  Management  Law. 


Date : 

Presenter : 


(signature) 


To  Regional  Administrators  of  Environmental  Administration 


Enclosure 

1. 1  copy  of  Collection/Transportation  or  Disposal  Plan  of  special  waste  targeted  for  disposal 

2.  1  copy  of  Facility  Construction  or  Equipment  Security  Plan 

3.  1  copy  of  Technical  Ability  Security  Plan 


(back) 

(Fill-out  Information] 

1.  One  shall  record  every  types  of  business  (b)  supposed  to  obtain  permits. 

2.  One  shall  record  the  type  of  special  waste  (7)  pursuant  to  Table  1  in  the  Annex  to  the  Decree. 

3.  One  shall  record  the  business  area  (8)  by  the  classifications  of  city  and  province,  if  necessary,  by  city, 
county,  and  ward. 

4.  One  shall  record  all  of  expected  locations  for  locating  facility  and  equipment  (9). 

5.  One  shall  record  the  current  business  office  and  expected  construction  location  in  the  expected  location 
for  office  (10). 

6.  One  shall  record  the  expected  starting  date  for  constructing  or  securing  facilities  or  equipment  in  the 
expected  date  for  beginning  business  (1 1). 

7.  one  shall  record  the  name  of  a  disposal  facility  pursuant  to  Article  4  in  the  Decree  for  the  name  of 
disposal  facility  (13),  disposal  capability/hr  and  expected  average  operating  hcurs/day  for  the  size 
(capacity)  of  disposal  facility,  and  transportation  capacity  by  t  or  m^  for  the  transportation  equipment. 


This  application  form  is  processed  as  foUows; 
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[Form  No,  18] 


( f rone ) 


Process  Time 

^  _  □  PERMIT  T 

APPLICATION  FOR  Q  pgRMIT  FOR  CHANGE  ^ 

OF  SPECUL  WASTE 

30  days 

DISPOSAL  SERVICE 

1)  Name  of  Business 
REPORTOR  3)  Name  (President) 

5)  Address  of  Business 


6)  Type  of  Business 


8)  Waste  for  Business 


9)  Business  Area 


10)  Location  of 
Business  office 


2)  Approval  No.  &  Date 
for  Business  Plan 


4)  Residence 
Registration  No. 


7)  Capital  Stock 
(Property) 


11)  Office  Location 


12)  Beginning  Date  of 
Business 


Name  of  Facility/ 
Equipment 


13)  Date  of  Completion 


14)  Construction  (Security)  Details  of  Facility  and  Equipment  (Change) 


Size  (Capacity) 


Location 


Name  of 

Preventive  Facility 


,000,000  won 


Size  (Capacity) 


15)  Security  Details  Waste  Disposal  Engineer  : _ rate _ people.  Air  Environmental  Engineer: _ rate _ people. 

of  Technical  Ability  Environmental  Engineer.  _  rate  _  people,  CivU  Engineer  :  _  rate  __  people. 

Chemical  Engineer  : _ rate _ people.  Mechanical  Engineer  : _ rate _ people 


I  hereby  submit  an  APPLICATION  for  P  PERMIT  i  PLAN  FOR  SPECIAL  WASTE  DISPOSAL. 

□  permit  FOR  CHANGE  ■' 

pursuant  to  Article  26. 1  in  the  Law,  and  Q  Article  33.4  lin  the  Regulation  of  the  Waste  Management 

□  Article  34.2  ^ 


Date  : 
Applicant : 


(signature) 


To  Regional  Administrators  of  Environmental  Administration 
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(back) 


Enclosure  ; 


_ Fee _ 

New  :  20.000  won 


1.  1  copy  of  Identification  Certificate  (Corporation  Registration  Transcript  and  [Change :  10.000  won 
President's  Identification  card,  for  a  Corporation) 

2.  1  copy  of  Written  Details  for  facilities  and  equipment 

3.  1  copy  of  Construction  Details,  Plan,  and  Disposal  Process  (only  for  intermediate  and  final 
disposal  services  of  domestic  waste)  of  the  Disposal  facility 

4.  A  Manufacturing  Process  Drawing  of  the  special  waste  targeted  for  disposa'  (a  Collection/ 
Transportation  PLan,  for  the  collection/transportation  service) 

5.  1  copy  of  Technical  Ability  Retention  Condition  and  Document  that  ensures  the  qualification 

6.  1  copy  of  Document  that  ensures  the  Capital  Stock  or  Property 

7.  1  copy  of  Post-Management  Plan  (only  for  landfill  facilities)  of  special  waste  disposal  facilities 

*  For  an  Application  for  approval  of  change.  Documents  that  ensure  the  contents  of  changes  and 
Permit  Certificate 


[Fill-out  Information] 

1.  The  recording  procedure  from  1)  to  1 1)  is  same  as  the  procedure  of  Special  Waste  Disposal 
Business  Plan  (Form  No.  17). 

2.  One  shall  record  degrees  and  numbers  of  people  by  the  types  of  qualification  cenificate  in  item  15). 
This  application  form  is  processed  as  follows; 


Applicant 


Processing  Office 


Regional  Environment  Administration 


Filing 


^^Public  Service  Center) 


Checking  Contents 


Investigation  of  the 
Actual  Conditions 


Decision 


204 


(Form  No.  19] 
Permit  No. 


(front) 


CERTIFICATE  OF  PERMIT  FOR  SPECIAL  WASTE  DISPOSAL  SERVICE 


1)  Name  of  Business 


3)  Name  (President) 


5)  Type  of  Business 


6)  Address  of  Business 


7)  Waste  for  Business 


8)  Business  Area 


2)  Capital  Stock 
(Property) 


4)  Residence 
Registration  No. 


,000,000  won 


9)  Location  of 
Business  office 


10)  Permit  Requirements 


I  hereby  permit  a  Special  Waste  Disposal  Service,  pursuant  to  Article  26.1  in  the  Law,  and 
Article  33.6  in  the  Regulation  of  the  Waste  Management  Law. 


Date : 


Regional  Administrator  of  Environmental  Administration  (signature) 


(back) 
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[Form  No.  20] 


(front) 


APPLICATION  FOR  REISSUE  OF  CERTIFICATE  OF 
SPECIAL  WASTE  DISPOSAL  SERVICE 


Process  Time 


3  days 


1)  Name  of  Business 

2)  Approval  No. 

— 

3)  Name  (President) 

4)  Residence 
Registration  No. 

REPORTOR 


5)  Address  of  Business 


(Tel; 


6)  Type  of  Business 


7)  Waste  for  Business 


8)  Reason  of  Applying 
for  Reissue 


D  Loss 


CH  Damage 


I  hereby  apply  for  reissuing  Certificate  of  Permit  for  Special  Waste  Disposal  Service  for  the  reason  giver] 
above,  pursuant  to  Article  26.1  in  the  Law,  and  Article  35  in  the  Regulation  of  the  Waste  Management 
Law. 


Date :  ... 

Applicant :  (signature) 

To  Regional  Administrators  of  Environmental  Administration 


Enclosure 

1.  1  copy  of  written  statement  for  reasons  in  case  of  losing  a  certificate  of  permit 

2.  The  original  Certificate  of  Permit  in  case  of  worn-out 


This  application  form  is  processed  as  follows; 


(back) 


{Form  No.  21] 


(front) 


□  PERMIT  OF  CONSTRUCTION  OF  L 

APPLICATION  FOR  p  PERMIT  FOR  CHANGE  ^  SPECIAL  WASTE  DISPOSAL 

FACILITY 


Process  Time 
30  (lays 


1)  Name  of  Business 
REPORTOR  3)  Name  (President) 

5)  Address  of  Business 


6)  Expected  Location  of 

Disposal  Facility  Construction 


7)  Expected  Date  of  Construction 
Stan 


9)  Name  of  Disposal 
Facilitv 


10)  Disposal  Size 
(Capacity) 


2)  Type  of  Business 


4)  Residence 
Registration  No. 


8)  Expected  Date  of 
Completion 


12)  Expected  Disposal 
Volume  (t/yr) 


13)  Name  of 
Preventive  Facility 


Before  Change 


After  Change 


Reasons  of  Change 


14)  Details  of  Change 


I  hereby  submit  an  APPLICATION  for  q  perj^  FOR  CHANGE  ^  Construction  of  Special  Waste  Disposal 

Facility,  pursuant  to  Article  28.2  in  the  Law,  and  ^  Article  38.1  j  the  Regulation  of  the  Waste 

U  Article  38.3 

Management  Law. 


Date  : 
Applicant : 


(signature) 


To  Minister  of  Environment 

Regional  Administrators  of  Environmental  Administration 
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Enclosure  : 

1.  1  copy  of  Manufacturing  Process  of  special  waste  discharging  service  targeted  for  disposal  and 
E)etails  of  Discharging  Special  Waste 

2.  1  copy  of  Details  of  Type,  Constituents,  and  Expected  Discharging  Volume 

3.  1  copy  of  Disposal  Plan  of  special  waste  targeted  for  disposal 

4.  1  copy  of  Construction  and  Equipment  Security  Plan  of  Special  Waste  Disposal  Facility 

5.  1  copy  of  Design  Plan  of  the  special  waste  disposal  facility 

6.  1  copy  of  Treatment  Plan  of  waste  generated  sifter  disposal 

7.  1  copy  of  Post- Management  Plan  (only  for  landfill  facilities)  of  special  waste  disposal  facilities 
*  For  an  Application  for  approval  of  change.  Documents  that  ensure  the  contents  of  changes 


[Fill-out  Information] 

1.  One  shall  record  name  of  the  reprentative  business  for  the  name  of  business  (1),  in  case  of  a  joint 
construction. 

2.  One  shall  record  the  type  of  business  (2)  pursuant  to  the  Korean  Standards  of  Industrial  Classification 
(small  classification). 

3.  Size  (Capacity)  of  item  10)  shall  be  filled-out  by  disposal  capacity/hr  and  average  operating  hours/day. 


This  application  form  is  processed  as  follows: 


[Form  No.  22] 


(front ) 


REPORT  FOR  STARTING  USE  OF 
SPECIAL  WASTE  DISPOSAL  FACILITY 


Process  Time 


15  days 


REPORTOR 


1 )  Name  of  Business 

2)  Date  of  Construction 
Approval  (Permit) 

3)  Name  (President) 

4)  Residence 
Registration  Nc. 

5)  Address  of  Business 


(Tel: 


6)  Location  of  Disposal  Facility 


(Tel: 


7)  Date  of  Completion 

. 

8)  Expected  Date  of 
Starting  Use 

WASTE  Targeted  for 

DISPOSAL 

9)  Type 

10)  Constituents 

11)  Expected  Disposal  Volume  (t/yr) 

DISPOSAL  FACILITY 


12)  Name  of  Disposal 
Facility 

13)  Disposal  Size 
(Capacity) 

14)  Expected  Disposal 
Volume  (l/yr) 

15)  Name  of 
PrevenPve  Facility 

I  hereby  report  Commencement  of  Use  of  a  domestic  waste  disposal  facility,  pursuant  to 
Article  28.3  in  the  Law,  and  Article  39  in  the  Regulation  of  theWaste  Management  Law. 


Date :  ... 

Reporter :  (signature) 

To  Minister  of  Environment 

Regional  Administrators  of  Environmental  Administration 

- r 


Enclosure : 

1  copy  of  Operation-Management  Plan 


Fee 

None 


(back) 


[Fill-out  Information] 

1.  One  shall  record  the  name  of  business  firm  approved  (permitted)  for  construction  of  the  special 
waste  disposal  facility  in  the  name  of  business  (1). 

2.  Size  (Capacity)  of  item  13)  shall  be  filled-out  by  disposal  capacity/hr  and  average  operating  hours/day. 


This  application  form  is  processed  as  follows: 
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[Form  No.  23] 


'front; 


Process  Time 

REPORT  FOR  STARTING  USE  OF 

SPECIAL  WASTE  LANDFILL  FACILITY 

15  days 

REPORTOR 

1)  Name  of  Business 

3)  Name  (President) 

5)  Address  of  Business 

6)  Location  of  Landfill  Facility 

2)  Date  of  Constniction 
Approval  (Permit) 


4)  Residence 
Registration  No. 


7)  Type  of 
Landfill 
Facility 


8)  Size  of 
Landfill  Facility 
(m2) 


9)  Landfill 
Capacity 
(m?) 


10)  Waste 
for  Landfill 


11)  Date  of  12)  Expected  13)  Expected  Date 
Construction  Date  of  of  Completion 

Completion  Starting  Use  of  Use 


I  hereby  report  Commencement  of  Use  of  a  special  waste  landfill  facility,  pursuant  to 

Article  28.3  in  the  Law,  and  Article  39  in  the  Regulation  of  theWaste  Management  Law. 

Date :  ... 

Reportor : 

(signature) 

To  Minister  of  Environment 

Regional  Administrators  of  Environmental  Administration 

Fee 

Enclosure : 

None 

1  copy  of  Operation-Management  Plan 
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(back) 


[Fill-out  Information) 

1.  One  shall  record  the  name  of  business  firm  approved  (permitted)  for  construction  of  the  special 
waste  disposal  facility  in  the  name  of  business  (1). 

2.  One  shall  record  each  type  in  the  location  of  landfill  facility  (6).  in  case  where  the  locations  are  different 
from  the  types  of  landfill  facilities. 

3.  The  type  of  landfill  facility  (7)  shall  be  classified  into  the  types  pursuant  to  Article  4.2  of  the  Decree. 

4.  One  shall  record  the  size  of  actual  possible  landfill  area  in  the  size  of  landfill  facility. 

5.  One  shall  record  the  whole  possible  capacity  of  landfill  facility  in  the  possible  landfilling  capacity  (9). 

6.  Waste  for  landfill  shall  be  written  by  the  types  of  special  waste  pursuant  to  Table  1  in  the  Annex  to  the 
Decree. 

7.  The  expected  date  of  completion  of  use  (13)  shall  be  reckoned  in  consideration  of  estimated  average 
landfill  volume/day  and  the  amount  of  covering  up  soil. 


This  application  form  is  processed  as  follows: 


Processing  Office 


Ministry  of  Environment, 
Regional  Environment  Administration 


Filing 


(Public  Service  Center) 


Checking  Contents 


Investigation  of  the 
Actual  Conditions 


Decision 


[Form  No.  24] 


(front) 


□  RECYCLE  T 

REPORT  FOR  q  RECYCLE  FOR  CHANGE  ^  DOMESTIC  WASTE 


Process  Time 
10  days 


1)  Name  of  Business 


REPORTOR  3)  Name  (President) 


2)  Type  of  Business 


4)  Residence 
Registration  No. 


5)  Address  of  Business 


6)  Location  of  Business  Office 


7)  Materials  targeted  for  Recycle 


8)  Procedure  or  Method  for  Recycle 


9)  Average  Volume  of  Recollection/day  and  Manufacturing  Products  (kg) 


Recollecting 

Items 


Amount  of 
Recollection 


Name  of 
Products 


Amount  of 
Production 


Before  Change 


After  Change 


Reasons  of  Change 


10)  Details  of  Change 


I  hereby  report  q  recycle  FOR  CHANGE ^  Domestic  Waste  Facility,  pursuant  to  Article  31.1 

in  the  Law,  and  3  Article  42.1  ijn  the  Regulation  of  the  Waste  Management  Law. 

□  Article  42.4^  ®  ® 


Date : 


Applicant : 


(signature) 


To  Mayors/Govemors 


Enclosure : 


1.  1  copy  of  Procedure  anf  Method  Details  for  Recycle  of  domestic  waste 

2.  1  copy  of  Plan  for  Security  of  domestic  waste  targeted  for  recycle 

3.  1  copy  of  Collection/Transportation/Storage  Plan  of  domestic  waste 

4.  1  copy  of  Disposal  Plan  of  waste  discharged  form  recycling 


Certificate  of  Report,  in  case  of  report  for  changes 


(back) 


(Fill-oul  Information] 

1.  One  shall  record  the  type  of  business  (2)  pursuant  to  the  Korean  Standards  of  Industrial  Classification 
(small  classificadon). 

2.  One  shall  record  the  type  of  waste  (6)  in  the  concrete,  such  as  slag,  dust,  waste  molding  sand,  waste 
sand,  waste  fire  resistant  materials,  pieces  of  pottery,  incineration  leftovers,  stabilized  or  solidified 
leftovers,  waste  catalyzers,  waste  inhalants,  waste  absorbent,  sludge,  animal  leftovers,  waste  papers, 
waste  woods,  waste  leather,  waste  fiber,  waste  rubber,  pieces  of  metal,  waste  construction  materials, 
briquet  ashes,  eatables,  vegetables,  waste  glass,  and  waste  plastics,  etc. 


This  application  form  is  processed  as  follows: 
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[Form  No. 


( front) 


□  RECYCLE  T 

REPORT  FOR  q  RECYCLE  FOR  CHANGE  ^  SPECIAL  WASTE 


Process  Time 
10  days 


1)  Name  of  Business 
REPORTOR  3)  Name  (President) 

5)  Address  of  Business 


6)  Location  of  Business  Office 


7)  Procedure  or  Method  for  Recycle 


8)  Recycling  Process 


Type  of 
Special  Waste 


11)  Details  of  Change 


9)  Security  Plan  for  Recycling  Special  Waste 

Name  of  Generating 

Type  of 

Location 

Type  of 

Expected  Volume 

Business 

Business 

Waste 

C/yr) 

10)  Recycling  Details  of  Special  Waste 


Amount  of  Recycling 
(t/yr) 


Name  of 

Recycling  Products 


Amount  of  Production 
(iTyr) 


Before  Change 


After  Change 


Reasons  of  Change 


I  hereby  report  q  FOR  CHANGE  ^  Special  Waste  Facility,  pursuant  to  Article  31.1 

in  the  Law,  and  5  Article  42.2 1  in  the  Regulation  of  the  Waste  Management  Law. 
n  Article  42.4  ^ 


Date : 

Applicant : 


(signature) 


To  Regional  Administrators  of  Environmental  Administration 
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(back) 


Enclosure : 

1.  1  copy  of  Procedure  anf  Method  Details  for  Recycle  of  special  waste 

2.  1  copy  of  Plan  for  Security  of  special  waste  targeted  for  recycle 

3.  1  copy  of  Collection/Transportation/Storage  Plan  of  special  waste 

4.  1  copy  of  Disposal  Plan  of  waste  discharged  form  recycling 

*  Certificate  of  Report,  in  case  of  report  for  changes 


This  application  form  is  processed  as  follows: 


[Form  No.  26; 


(front) 


CERTIFICATE  OF  REPORT  FOR  DOMESTIC  WASTE  RECYCLE 


1)  Report  No. 


3)  Name  of  Business 


4)  Name  (President) 


6)  Address  of  Business 


7)  Location  of 
Business  office 


8)  Waste  for  Recycle 


9)  Procedure  &  Method 
of  Recycle 


10)  Major  Generating 
Place 

(Collector) 


5)  Residence 
Registration  No. 


I  hereby  confirm  a  Report  for  Domestic  Waste  Recycle,  pursuant  to  Article  31.1  in  the  Law,  and 
Article  42.3  in  the  Regulation  of  the  Waste  Management  Law. 


Mayors  /  Governors  (signature) 
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2?0 


[Form  No.  27] 


(front) 


CERTIFICATE  OF  REPORT  FOR  SPECIAL  WASTE  RECYCLE 


1)  Report  No. 


3)  Name  of  Business 


4)  Name  (President) 


6)  Address  of  Business 


7)  Location  of 
Business  office 


9)  Recycling  Procedure 


5)  Residence 
Registration  No. 


10)  Recycling  Details  of  Special  Waste 


Type  of  Special  Waste  Amouni  of  Recycle  (t/yr)  Name  of  Recycling  Products  Amount  of  Production  (t/yr) 


I  hereby  confirm  a  Report  for  Special  Waste  Recycle,  pursuant  to  Article  31.1  in  the  Law.  and 
Article  42.3  in  the  Regulation  of  the  Waste  Management  Law. 


Regional  Administrators  of  Environmental  Administration  (signature) 
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[  Changed  Items  ] 


(back) 
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[Form  No.  28] 


(front) 


Process  Time 
30  days 


□  DELIVERY  n 

REPORT  FOR  ACTUAL  ^  J  RECORD  OF  PRODUCTS 

U  IMPORT 


REPORTOR 

1)  Name  of  Business 

3)  Address  of  Business 

5)  Name  (President) 

2)  Corporation 
Registration  No. 


4)  Business 
Registration  No. 


6)  Residence 
Registration  No. 


7)  Name  of 
Targeting  products 


10)  Amount  of 
Deposited  Money 


8)  Amount 
of  Delivery 


9)  Sum  of  Sales 


11)  Tariff  Standard]  Q  No.  of  Products  Q  1 


ii 


I  I  Sum  of  Sales 


I  hereby  report  for  the  actual  q  ^  Record  of  Products,  pursuant  to  Article  15.1  of  the 

Law  and  Article  45  in  the  Regulation  of  the  Waste  Management  Law. 


Date : 
Reporter 


(signature) 


To  Minister  of  Environment 


Enclosure: 


1.  1  copy  of  Business  Certificate 

2.  1  copy  of  Documents  that  ensure  Delivery  Record  of  Products,  such  as  a  statement  of  accounts, 
or  Documents  that  ensure  Actual  Import  Record,  such  as  an  import  approval  certificate 

3.  1  copy  of  the  Basic  Reckoning  Data  on  Deposit  by  each  products  (only  for  manufacturers) 
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This  application  form  is  processed  as  follows; 


(back) 


225 


ACCOUNT  NO.  BUSINESS  REGISTRATION  NO.  ITEM  CODE  OF  TARIFF  AMOUNT  OF  MONEY 


Superviser  of  the  Waste  Management  Fund 


c 
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Superviser  of  the  Waste  Management  Fund 


[Form  No.  30] 


(front) 


APPLICATION  FOR  INSTALLMENT  OF  DEPOSIT 


Process  Time 
30  days 


1)  Name  of  Business 
REPORTOR  3)  Address  of  Busine 
5)  Name  (President) 


7)  Items  of 
Products 


2)  Corporation 
Registration  No. 


4)  Business 
Registration  No. 


APPLYING  ITEMS  for  INSTALLMENTS 


8)  Deposit 


9)  No.  of  Times  and  Amount  of  Payment  for  Installment 


Quarter 

Payment  Due 

The  First  Quarter 

April  15 

The  Second  Quarter 

June  IS 

The  Third  Quarter 

August  15 

The  Last  Quarter 

October  15 

Amount  of  Payment 


Remarks 


I  hereby  apply  for  the  Installment  of  DeposiL  pursuant  to  Article  15.2  in  the  Law 
and  Article  47.3  in  the  Regulation  of  the  Waste  Management  Law. 


Date : 

Applicant 


(signature) 


To  Minister  of  Environment 


Enclosure: 

1.  1  copy  of  Details  for  the  Current  Assets  (based  on  the  current  December  31) 
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This  application  form  is  processed  as  follows: 


(back) 


Payment  Dale: 


232 


Payment  Date: 


Receipt  Date  *^tamp 


ACCOUNT  NO.  BUSINESS  REGISTRATION  NO.  ITEM  CODE  OF  TARIFF  AMOUNT  OF  MONEY 


[Form  No.  32] 


(front) 


Process  Time 
30  days 


APPLICATION  FOR  REFUND  OF  DEPOSIT 


1 1)  Name  of  Business 
REPORTOR  1 3)  Address  of  Busine 


4)  Name  (President) 


6)  Items  of 
Products 


8)  Methods  of  Recollection/Disposal 


9)  Amount  of  Requested  Repayments 


5)  Residence 
Registration  No. 


REQUEST  DETAILS  FOR  REFUND 


7)  Amount  of  waste 
recoUec  ted/disposed 


□  Self 


r~l  Trust 


10)  Account  No.  &  Bank 
for  Repayment 


I  hereby  apply  for  the  Refund  of  Deposit,  pursuant  to  Article  17.1  in  the  Law 
and  Article  49  in  the  Regulation  of  the  Waste  Management  Law. 


Applicant : 


(signature) 


To  Minister  of  Environment 


Enclosure;  [ 

1.  1  copy  of  Computed  Details  of  an  amount  of  requested  repayments  by  each  product 

2.  1  copy  of  Receipt  for  Payment  of  Deposit 

3.  1  copy  of  Documentary  Evidence  for  Recoll«:tion/Disposal  (only  for  the  case  where  a 
manufacturer  or  importer  recollects  and  disposes  of) 

4.  1  copy  of  Consignment  Contract  for  Recollection/Disposal  and  a  copy  of  Documentary 
Evidence  for  recollection/disposal  conducted  by  a  consignee  (only  for  the  case  of  trust  for 
recollection  and  disposal) 

5.  1  copy  of  Account  of  Actual  Required  Expenses  by  recollection/disposal  methods 


This  application  form  is  processed  as  follows: 


(back) 
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(Form  No.  3 ; ; 


( Name  of  Concerning  Office ) 


Document  No. : 


Reception 


Date  : 


Dispatch  :  Minister  of  Environment  (signature) 


:  Notice  for  Decision  of  Refunding  ( 


)  Deposit 


.  rTN  •.  Amount  of  Refund  -  .  .  r 

Amount  of  Deposit  Decided  Decision  Date  for  Refun 


Account  No.  &  Bank  for  Refund 


□  17.2  -1 

□  17.3  - 

I  hereby  notice  the  decision  of  refund,  pursuant  to  Article  q  ^5  2  -  ^  Decree 

0  37  - 

□  50  (Deposit) 

and  Article  D  (Importer  Deposit)  -  Regulations  of  the  Waste  Management  Law. 

□  73  (Post-Management  Deposit)  - 

□  76  (Balance  of  Pre-Deposit) 


(Form  No.  34] 


( front) 


APPLICATION  FOR  REFUND  OF  DEPOSIT  FOR  IMPORTER 


Process  Time 
3  days 


1)  Name  of  Business 
REPORTOR  3)  Address  of  Busine 
4)  Name  (President) 


6)  Reasons 


7)  Items  of 
Products 


9)  Amount  of  Requested  Refund 


2)  Business 
^  Registration  No. 


□  Change  of  Import  Details 


r~l  Export 


8)  Changed  I/L  No. 
or  Export 
Documents  No. 


10)  Account  No.  &  Bank 
for  Refund 


I  hereby  apply  for  the  Refund  of  Deposit,  pursuant  to  Article  17.3  in  the  Law 
and  Article  5 1  in  the  Regulation  of  the  Waste  Management  Law. 


Date ; 
Applicant ; 


(signature) 


To  Minister  of  Environment 


Enclosure: 

1. 1  copy  of  Modification  Approvals  for  Import  Approved  Items 
or  1  copy  of  Documentary  Evidence  for  Export 

2.  1  copy  of  Receipt  for  Payment  of  Deposit 
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This  application  form  is  processed  as  follows: 


(back) 


MANAGEMENT  RECORD  OF  DOMESTIC  WASTE  COLLEC  I  ION  /  TRANSPORTATION 


ID 
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10)  Other 
(Results  of 
Actions  to 
prevent  Dust  & 
Odor,  Watering 
Covered-up 
Soils) 

9)  Temperature 
&  Amount  of  Air 
in  the 

Fermentation 
Chamber,  for 
Composting 
Facility 

8)  Weights  of 
Waste  & 
Vehicles 

7)  Density  of 
Leachate  & 
Discharging  Gas 
(before/after 
dispoosal) 

6)  Operating 
Condition  of 
Disposal  & 
Pollution 
Preventive 
Facilities 

5)  Disposal 
Capacity 
(t/day) 

4)  Disposal 
Volume 

3)  Type 
of  Waste  fcv 
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MANAGEMENT  /  OPERATION  LOGBOOK  OF  DOMESTIC  WASTE  DISPOSAL  FACILITY 


246 


2.  One  shall  use  the  unit  of  weight  ton  (for  liquid,  convert  to  weight  by  measuring  the  specific  gravity). 

3.  One  shall  record  the  type  of  waste  in  detail,  such  as  slag,  dust,  waste  molding  sand,  waste  sand,  waste  fire  resistant  materials,  pieces  of  pottery,  incineration 
leftovers,  stabilized  or  solidified  leftovers,  waste  catalyzers,  waste  inhalants,  waste  absorbent,  sludge,  animal  leftovers,  waste  papers,  waste  woods,  waste  leather,  waste 
fiber,  waste  rubber,  pieces  of  metal,  waste  construction  materials,  briquet  ashes,  eatables,  vegetables,  waste  glass,  and  waste  plastics,  etc. 

4.  Constituents  shall  be  filled-out  by  separation  of  liquid  and  solid  phase. 


[  Form  No .  38] 


(front) 


MAINTENANCE  LOGBOOK  OF  SPECIAL  WASTE  DISPOSAL  FACILITY 
(for  Public  Disposal  Facilities  and  Special  Waste  Disposer) 


(Name  of  Disposal  Facility: 


)  Date: 


DISPOSAL  CONDITION  OF  SPECIAL  WASTE 


Disposal  Details 


l)Type  2)  Type  of 
of  Facility  Special  I  | 

Waste  3)  Total 


15)  Operation  &  Maintenance 
Condition  of  Facility 


16)  Special  Mention 
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(back.) 


AMOUNT  USED  OF  CHEMICALS  /  FUEL  /  WATER 


17)  Type 
of  Facility 


18)  Amount  Used 
of  Chemicals  (kg) 


Type  I  Today 


19)  Amount  Used 
of  Fuel  (t) 


20)  Amount  Used 
of  Service  Water  (t) 


21)  Amount  of 
Water  Discharged  (t) 


Results 


Manager  :  Name 
Confirmor ;  Position  ( 


Name 


(signature) 


(signatiu-e) 
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COLLECTION  /  TRANSPORTATION  LOGBOOK  OF  SPECIAL  WASTE 


248 
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[Form  No.  42] 


( front  1 


MAINTENANCE  LOGBOOK  OF  SPECIAL  WASTE  DISPOS ’*L  FACILITY 

(for  Generating  Business) 


(Name  of  Disposal  Facility: 


1)  Type  2)  Type  of 
of  Facility  Special 
Waste 


)  Date: 


DISPOSAL  CONDITION  OF  SPECIAL  WASTE 


Disposal  Details 


Today 


_day  Weather 


3)  Total 


Grand  Total 

6)  Total 

7)  Waste 
Generated 
from 

Manufacturing 

8)  Waste 
Generated 
after  Inter¬ 
mediate 
Disposal 

9)  Amount 
of 

Storage 


OPERATION  DETAILS  OF  DISPOSAL  FACILITY 


10)  Type  11)  Work  Details  of  Operator  I  09  11  13  15  17  19  21  23  01  03  05  0^  12)  Operation  Hr 


of  Facility 


Time  Operator  |  Signature 


Today  Sum 


13)  Operation  &  Maintenance 
Condition  of  Facility 


14)  Special  Mention 


255 


(back) 


AMOUNT  USED  OF  CHEMICALS  /  FUEL  /  WATER 


15)  Type 
of  Facility 


16)  Amount  Used 
of  Chemicals  (kg) 


17)  Amount  Used 
of  Fuel  (t) 


18)  Amount  Used  19)  Amount  of 

of  Service  Water  (t)  Water  Discharged  (t) 


20)  Other  Test 


Results 


Manager  :  Name 
Confirmor :  Position  ( 


Name 


(signature) 


(signature) 
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[Form  No.  43] 


RECYCLE  MAINTENANCE  RECORD  OF  DOMESTIC  WASTE 

(unit:  ion) 

Deci¬ 

sion 

4)  Disposal  Details  of  Waste  Generated  after  Recycle 

Storage 

pajois 

lunoury 

poqiaw 

sSeiOis 

aoeid 

sSejois 

Trust-Disposal 

psisnnug 
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ssauisng  isaix 

Self-Disposal 

spoqww 

[BSOdSIQ 

p9S0dSI(J 

lunouiy 

3I3X33>{  J31JU 

paiEJSusQ  lunouiy 

siuanjiisuoo 

paioXaa^  lunouiy 

aiSBv^joadXx 

2)  Entrusted  Details 

psisnnug 

junouiy 

stusiunsuoQ 

stsUiV^ 

josadXx 

ssauisng 

pstsnnug  jo  suic^i 

2)  Collection  Details 

paioailoo 
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siu3n]nsuo3 

31S8M 
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UOn33lI03  JO  3UiU{sI 
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RECYCLE  MAINTENANCE  RECORD  OF  SPECIAL  WASTE 
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[Fill-out  Infonnation] 

1.  The  delivery  logbook  shall  be  recorded  by  the  classification  of  the  size  of  manufacturing/importing  products,  quality 
(containers,  etc.),  or  shape  (cover  separation  style,  etc.)  classified  by  the  deposit  reckoning  standards  in  the  table  of 
Article  14  of  the  Decree. 

2.  One  shall  record  whenever  the  products  targeted  for  recoilection/disposal  are  delivered  by  each  date,  and  summarize  at  the 
end  of  each  month. 

3.  The  unit  shall  be  based  on  number  of  products,  but  it  can  be  changed  by  the  features  of  the  products  (i.e.;  liter  for  oil). 

4.  One  shall  record  weight  for  lithium,  manganese,  alkali-manganese,  nickel/cadmium  batteries,  or  electric  appliances,  and 
the  selling  price  for  synthetic  resins  in  the  item  5). 
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[Form  No.  46] 


MAINTENANCE  LOGBOOK  OF  RECOLLECTION  /  DISPOSAL  OF  WASTE 

(Name  of  Products:  Size:  Quality  of  Material:  Shape:  ) 

2)  Amount  Recollected 

3)  Disposal 

6)  Amount 
undispsed 

7)  Remarks 

8)  Decision 

4)  Amount 
Disposed 

5)  Weight  (kg) 

■ 

[Fill-out  Infonnation] 

1.  The  recollection/disposal  logbook  shall  be  recorded  by  the  classification  of  the  size  of  manufacturing/iniporting  products, 
quality  (containers,  etc.),  or  shape  (cover  separation  style,  etc.)  classified  by  the  deposit  reckoning  standards  in  the  table 
Article  14  of  the  Decree. 

2.  One  shall  record  whenever  waste  is  recollected  or  disposed  by  each  date,  and  summarize  at  the  end  of  each  month. 

3.  The  unit  shall  be  based  on  number  of  products,  but  it  can  be  changed  by  the  features  of  the  products  (i.e.:  liter  for  oil). 

4.  Oie  shall  record  weighr  for  lithium,  manganese,  alkali-manganese,  nickel/cadmium  batteries,  or  electnc  appliances,  and 
the  selling  price  for  synthetic  resins  in  the  item  5). 
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[Form  No .  47 ] 


( front ) 


Process  Time 

□  suspension  n 

REPORT  FOR  □  TERMINATION 

□  REOPENING  J 

immediately 
(Reopening:  10  days) 

,  □  DOMESTIC  WASTE  DISPOSAL  SERVICE 

OF  r 

□  DESIGN/CONSTRUCTION  SERVICE  OF 
DOMESTIC  WASTE  DISPOSAL  FACILITY 

1)  Name  of  Business 
REPORTOR  2)  Name  (President) 

4)  Address  of  Business 


5)  Type  and  No.  of  Pennit 
(Registration)  Business 


□  Suspension 
6)  Date  of  □  Termination 

□  Reopening 


□  Suspension 
8)  Reasons  of  □  Termination 

□  Reopening 


Type  of  Business: 


3)  Residence 
Registration  No. 


7)  Expected 
Reopening  Date 
(Suspension) 


□  SUSPENSION  -I  □  domestic  WASTE  DISPOSAL  SERVICE 
I  hereby  report  for  g  TERMINATION  OF  [  g  DESIGN/CONSTRUCiTON  SERVICE  OF 

□  REOPENING  DOMESTIC  WASTE  DISPOSAL  FACILITY 

pursuant  to  Article  42  in  the  Law  and  Article  65  in  the  Regulation  of  the  Waste  Management  Law. 


U  5U5PtlN5lUlN  -I  u  DOMESTIC  WASTE  DISPOSAL  SERVIU 
hereby  report  for  g  TERMINATION  OF  [  g  DESIGN/CONSTRUCiTON  SERVICE  OF 
n  RPnpPNBNr.  -1  nnN/fccxrr’ WA  CTP  riTQPOQ  AT  papti  rr 


Date  ; 
Reporter : 


(signature) 


To  Mayors/Govemors 

Regional  Administrators  of  Environmental  Administration 


Enclosure: 


1.  Permit  or  Registration  Certificate  and  1  copy  of  Disposal  Plan  of  Waste  left  undisposed  (only 
for  Suspension  and  Termination  of  Business) 

2.  1  copy  of  Inspection  Results  of  disposal  facility.  Reserved  Conditions  of  Technical  Abilities, 
and  Documents  that  ensure  the  Qualification 
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This  application  form  is  processed  as  follows: 


Processing  Office 


Applicant 


City  /  Province 

Regional  Environment  Administration 


Coordinating 

(Confirming) 

Office 


(Form  No.  48] 


( front ) 


□  SUSPENSION  -j 

REPv  RT  FOR  □  TERMINATION  OF  SPECL4L  WASTE  DISPOSAL  SE] 

□  REOPENING  -1 

Process  Time 

immediately 
(Reopening:  10  days) 

RVICE 

REPORTOR 

1)  Name  of  Business 

2)  Type  of 
Business 

■ 

4)  Name  (President) 

5)  Residence 
Registration  No. 

6)  Address  of  Business 

(Tel:  ) 

7)  Location  of 

Disposal  Facility 

(Tel:  ) 

8)  Waste  Targeted 
for  Disposal 

□  Suspension 

9)  Date  of  □  Termination 

G  Reopening 

«  •  • 

10)  Expected 
Reopening  Date 
(Suspension) 

•  •  . 

□  Suspension 

1 1)  Reasons  oO  Termination 

□  Reopening 

(in  the  concrete) 

□  SUSPENSION  -1 

I  hereby  report  for  q  TERMINATION  j  SPECIAL  WASTE  DISPOSAL  SERVICE, 

□  REOPENING  J 

pursuant  to  Article  42  in  the  Law  and  Article  65  in  the  Regulation  of  the  Waste  Management  Law. 

Date :  ... 

Reponer :  (signature) 

To  Regional  Administrators  of  Environmental  Administration 

Enclosure: 

1.  Permit  or  Registration  Certificate  and  1  copy  of  Disposal  Plan  of  Waste  left  undisposed  (c 
for  Suspension  and  Termination  of  Business) 

2.  1  copy  of  Inspection  Results  of  disposal  facility.  Reserved  Conditions  of  Technical  AbUiti 
and  Documents  that  ensure  the  Qualification 

Fee 

None 

nly 

es, 
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This  application  form  is  processed  as  follows; 


(back) 
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tForm  No.  49] 


( front ) 


SUMMARY  REPORT  ON  LARGE  VOLUME  GENERATION  AND  DISPOSAL 
OF  DOMESTIC  WASTE  (Yr.  ) 


Document  No.: 
Receiver  :  ( 


1)  Name  of  Business 


4)  Location 
of  Business 


6)  Date  of  Starting 
Business 


Type  of  Waste 


)  Mayor/County  Head/Ward  Head 


2)  Name  (President) 


5)  Classification 
of  Business 
region 


Date: 

Sender 

(Tel. 


3)  Type  of  Major  Busines: 


Resi-  Comm-  Green  Indus- 
dendal  ercial  Bek  Trial 


(signature) 


7)  Working 
Days/yr 


(  )days 


9)  Disposal  Details  by  the  Generating  Process 


8)  No.  of  Total: 
Employees 


r  Technical; 

^  Supportive: 


Amount  (t/yr)  Disposal  Method  Major  Materials  Used  I  Amount 
Generated  (only  for  Manufacturing)  Used  (t/yr) 


10)  Condition  of  Self-Disposal  Facility 

Name  of  Facility 

Date  of  Construction 
Approval 

Size  (Capacity) 
(kg/hr.  nr) 

Amount  Disposed 

(t/yr) 

Waste  for  Disposal 

11)  landfill  Facility 


Date  of 

Location 

Construction 

Approval 

Size  of  Use 

Amount  of 

Amount  of 

Reported 

Possible 

Landfill  by 
Quarter  (m^) 

(rn2) 

Landfill  (m^) 

12)  Construction  Details  of  Storage  Facilities  and  Containers 


Type  of  Storage  Facility 
and  Container 


Date  of  Construction 


Size  (Capacity) 


Storage  Capacity  (t/day) 


/  back ) 


[Fill-out  Information] 

1.  One  shall  record  the  serial  No.  by  the  types  of  waste  in  the  classification. 

2.  One  shall  record  the  type  of  waste  in  detail,  such  as  slag,  dust,  waste  molding  sand,  waste 

sand,  waste  fire  resistant  materials,  pieces  of  pottery,  incineration  residual,  stabilized  or  solidified 
residual,  waste  catalyzers,  waste  inhalants,  waste  absorbent,  sludge,  animal  waste,  waste  papers, 
waste  woods,  waste  leather,  waste  fiber,  waste  rubber,  pieces  of  metal,  waste  construction  materials, 
briquet  ashes,  eats  and  foods,  vegetables,  waste  glass,  and  waste  plastics,  etc. 

3.  One  shall  record  the  name  of  disposal  facility  pursuant  Article  3  of  the  Decree  for  the  name  of  facility, 
disposal  capacity  or  capability/hr  of  the  disposal  facility  for  size  (capacity),  and  amount  Hisposed/year 
for  the  amount  disposed,  in  the  condition  of  self-disposal  facility  (10). 


(Form  No.  50] 


( front) 


SUMMARY  REPORT  ON  COLLECTION  /  TRANSPORTATION 
OF  DOMESTIC  WASTE  (Yr  ) 


Document  No.: 
Receiver  ;  ( 


1)  Nome  of  Business 


4)  Permit  No. ; 


6)  Waste  for  Business  : 


Name  of  Facility/Equipment 


Date: 

Sender: 


(signature) 


)  Mayor/Ciovemor 


)  Name  (President) 


3)  Type  of  Business 


5)  Address  (Office) : 


Location 


Remarks 


8)  Collection/Transportation  Details  of  Waste 


Classi-  Type  of 
Gcation  Waste 


Const!-  Amount  Collected/ 
tutents  Transported  (t/yr)  I  Name  of  Business 


Collection  Business 


Address 


Remarks 


Tel.  No. 


(fill-out  down  to  the  second  decimal  place) 


[Fill-out  Information] 

1.  One  shall  record  the  serial  No.  by  the  types  of  waste  in  the  classification  (1). 

2.  One  shall  record  the  type  of  waste  in  detail,  such  as  slag,  dust,  waste  molding  sand,  waste 

sand,  waste  fire  resistant  materials,  pieces  of  pottery,  incineration  residual,  stabilized  or  solidified 
residual,  waste  catalyzers,  waste  inhalants,  waste  absorbent,  sludge,  animal  waste,  waste  papers, 
waste  woods,  waste  leather,  waste  fiber,  waste  rubber,  pieces  of  metal,  waste  construction  materials, 
briquet  ashes,  eats  and  foods,  vegetables,  waste  glass,  and  waste  plastics,  etc. 
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[Form  No.  51] 


( front ) 


SUMMARY  REPORT  ON  INTERMEDIATE  DISPOSAL 
OF  DOMESTIC  WASTE  (Yr.  ) 


Document  No.; 
Receiver  ;  ( 


1)  Name  of  Business 


4)  Permit  No. : 


6)  Waste  for  Business  : 


Date; 

Sender 


)  Mayor/Govemor 


2)  Name  (President) 


(signature) 


3)  Type  of  Business 


5)  Address  (Office) ; 


Name  of  Facility/Eqaipment 

Size  (Capacity) 

No. 

ApprovedDate 
for  Constnjction 

Stoning  Date  of  U 

Location 


Classi- 

Type  of 

Consti- 

Amount  Entrusted 

fication 

Waste 

tutents 

(t/yr) 

8)  Collection/Transportation  Details  of  Waste 


roUection  Business 


Name  of  Business 


Address 


Tei.  No. 


( back) 


9)  Intermcdiuie  Disposal  Details  of  Domestic  Waste 


Classi-  Type  of 
Fication  Waste 


Amount 

Entrusted 


Consti- 


Disposal  Method 


Amount 

Disposed 


(unit;  xjyr.) 


Amount 

Stored 


10)  Details  of  Discharging  Leftovers  and  Disposal  Request 


Classi¬ 

fication 


Type  of 
Waste 


A.'.;ount 

Entrusted 


Consti- 


Disposal  Method 


Amount 

Disposed 


Amount 

Stored 


Name  of  Final 
Disposer  (Place) 


(fiU-out  down  to  the  second  decimal  place) 


[Fill-out  Information] 

1.  One  shall  record  the  serial  No.  by  the  types  of  waste  in  the  classification  (8). 

2.  One  shall  record  the  type  of  waste  in  detail,  such  as  slag,  dust,  waste  molding  sand,  waste 

sand,  waste  fire  resistant  materials,  pieces  of  pottery,  incineration  residual,  stabilized  or  solidified 
residual,  waste  catalyzers,  waste  inhalants,  waste  absorbent,  sludge,  animal  waste,  waste  papers, 
waste  woods,  waste  leather,  waste  fiber,  waste  rubber,  pieces  of  metal,  waste  construction  materials, 
briquet  ashes,  eats  and  foods,  vegetables,  waste  glass,  and  waste  plastics  etc. 
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(Form  No.  52] 


( front  > 


SUMMARY  REPORT  ON  FINAL  DISPOSAL 
OF  DOMESTIC  WASTE  (Yr.  ) 


Document  No.: 
Receiver  :  ( 


Dale: 

Sender 


(signature) 


)  Mayor/Ciovemor 


2)  Name  (President) 


1)  Name  of  Business 


4)  Permit  No. : 


6)  Waste  for  Business  : 


S  Name  of  Facility/Equipment  Size  (Capacity)  No. 


3)  Type  of  Business 


5)  Address  (Office) : 


Name  of  Facility/Equipmend  Size  (Capacity)  No. 


Classi¬ 

fication 

Type  of 
Waste 

Consti- 

tutents 

Amount  Entrusted 
(t/yr) 

9)  CoUection/Transportation  Details  of  Waste 


Collection  Business 


Address 


Tel.  No. 


(flU-out  down  to  the  second  decimal  place) 


[Fill-out  Information] 

1.  One  shall  record  the  serial  No.  by  the  types  of  waste  in  the  classification  (9). 

2.  One  shall  record  the  type  of  waste  in  detail,  such  as  slag,  dust,  waste  molding  sand,  waste 

sand,  waste  fire  resistant  materials,  pieces  of  pottery,  incineration  residual,  stabilized  or  solidified 
residual,  waste  catalyzers,  waste  inhalants,  waste  absorbent,  sludge,  animal  waste,  waste  papers, 
waste  woods,  waste  leather,  waste  fiber,  waste  rubber,  pieces  of  metal,  waste  construction  materials, 
briquet  ashes,  eats  and  foods,  vegetables,  waste  glass,  and  waste  plastics,  etc. 
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(Form  No .  53 : 


278 


[Form  No.  54) 


SUMMARY  REPORT  ON  RECYCLE  OF  DOMESTIC  WASTE  (Yr 


Document  No.; 
Receiver  :  ( 


1)  Report  No.; 


)  Mayor/Govemor 


2)  Name  of  Business; 


3;  Name  (President); 


5)  Location 

6)  ClassiTication 

of  Business: 

of  Business 

region 

7)  Working  Period/yr ; 


Months  9)  No.  of  Employees:  Total; 


Date; 

Sender 

(Tel.; 


4)  Type  of  Business; 


Resi- 

Comm- 

Green 

Indus- 

dential 

erciai 

Belt 

Trial 

(signature) 


Technical; 


Supportive: 


1 1 )  Collection  /  Transportation  Details  of  Waste 


Type  of  Waste  Name  of  Collecting  Consti- 
Busmess  tutents 


Type  of  Waste 


(record  the  whole  process  in  detail) 


12)  Consignment  Details  of  Waste 


Name  of  ConsignedI  Consti-  Amount  of 
Business  |  tutents  Consigned  (t/yr 


13)  Recycling  Details  of  Waste 

Type  of  Recycle  Waste 

Amount  of 
Recycled  (t/yr) 

Name  of  Recycled 
Products 

Amount 

Plnoducedft/yr) 

Production  Amount 
(unit;  ,ooo  won) 
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[Form  No.  55] 


{ front ) 


SUMMARY  REPORT  ON  GENERATION  /  DISPOSAL 

OF  SPECIAL  WASTE  (Yr  ) 

Date; 

Document  No.; 

Sender; 

(signature) 

Receiver  :  ( 

)  Regional  Administrator  of  Environmental  Administration 

(Tel.: 

) 

1)  Business  Registration  No.: 


gistrauon  rso.; 


2)  Name  of  Business: 


4)  Location  City  /  Province  City/County/Ward 
of  Business; 

m-m  (  ) 

5)  Type  of  Business: 

m-m 

8)  Approval  Date  of 

Discharging  Facility: 

9)  Working  Period/yr :  Months 

1 1)  Name  of  Major  Products 


12)  Amount  Produced 


13)  Major  Raw  Materials 


3)  Name  (President 


6)  Classification  7)  Name  of  Industrial 

of  Business  Complex:  _  _ 

region ;  □  m  □□ 


10)  No.  of  Total:  ["Technical: 

Employees :  Supportive: 


15)  Yield 
(%) 


16)  Name  of  Facility 


17)  Approved  Date 
of  Construction 


19)  Amount 
Disposed 


18)  Size  (Capacity) 


(t.  m-  /hr) 
(t.  m-  /hr) 
(t,  m2 /hr) 


23)  Approved  24)  Starting  25)  Approved  26)  ReportedL^^ 


20)  Name  of  Waste 
for  Disposal 


Date  of 
Construction 


Date  of  Use 


Area  of 
Construction 


Area 
of  Use 


city/province 
_ city/county/warc 

m  m  (  ) 

□□  □□  (  ) 


[Fill-out  Information] 

4),  22):  cup,  myun,  li,  dong,  and  hou.se  No,  shall  be  Gllcd  out  in  the  (  )  and  the  Code  No.  shall  be  filled-ouy  pursuant  to  the  addional  fill-ou 
guidance.  5):  fill -out  the  type  of  business  and  code  No.  by  the  additional  guidance.  6)  classification  of  business  region:  record  code  No.; 
residential  [1],  commercial  [2],  green  belt  (3),  industrial  [4],  industrial  complex  [5],  other  [6].  7):  record  according  to  the  additional  guidanci 
when  the  business  is  located  in  the  industrial  complex.  15)  record  the  yield  [%  of  the  amount  produced  /  Amount  used  for  matenals]. 

16):  record  the  code  No.  of  self -disposal  facility;  Incineration  (including  destructive  distillation)  [1],  high  temperature  destruction  facility 
[02],  shredding,  cutting  facility  [03],  meiung  facility  [04],  graduation  [05],  refining  facility  [06],  reaction  facility  [07],  oil  &  water  separation 
facility  [08],  condensation,  sedimentation  facility  [09],  dewatering  facility  [10],  drying  facility  [11],  solidification  facility  [12],  stabilization 
facility  [13],  other  facility  [  14].  21):  record  type  of  landfill  facility;  isolation  [1],  management  [2],  sedimentation  [3],  stabilization  [4].  27): 
record  the  potential  amount  landfilled  for  reported  usage  area.  28):  record  the  total  amount  already  landfilled,  and  the  amount  landfilled  for 
the  year  in  the  (  ). 

•  Other  items 

4),  22)  loaction  of  business,  5)  type  of  business,  7)  type  of  industrial  complex  shall  be  given  in  the  additional  fill-out  guidance  of  summar) 
report  on  generation  /  disposal  of  special  waste.  _ 
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(back ) 


GENERATING  /  DISPOSAL  DETAILS  OF  SPECIAL  WASTE 


2)  Type 

3)  Amount 
Generated 

MM 

SSBBB 

HH 

iiBBRnn 

mSuMi 

ImhhbbI 

(liPit;  l/yr.) 


Self  Disposal 


6)  Amount 
Disposed 


Total 


12)  Generation/ 
Disposal  Detail 
of  Leftovers 


[Fill-out  Information  2] 


Truss  Disposal 


cz:  cj 
□  □ 
□  □ 
CD  CZ3 

□  CD 
CD  CD 
CD  □ 
CD  □ 

□  □ 

CD  □□ 


CD  CD 

□  □ 


8)  Collector/ 
Transportor/ 
Disposer 
(Recycler) 

9)  Amount 
Disposed 

10)  Amount 
Stored 

1 1 )  Disposa 
Expense 
(1,000  woni 

MH 

MMM 

MMM 

BBS 

MMM 

MMM 

MMM 

^MM 

MMM 

■Sm 

MMM 

■■MM 

sss 

L 

IHHI 

MHIM 

MIMM 

MMM 

■MHn 

■hBu 

MHBM 

mSBBS 

BBS 

|HH| 

IM^M 

I^mImi 

IBBBmi 

ImmmI 

ImmmI 

imBBI 

IMMMI 

IMMMI 

iMMil 

luni 

MMMI 

MBMI 

IBS 

|hB| 

BimBiI 

BBSSa 

^^9 

(fill-out  down  to  the  second  decimal  place) 


1);  record  the  serial  No.  by  type  of  generating  waste.  2):  record  code  No.  of  large/small  classification  of  waste  (refer  to  *).  3):  record  the 
amount  generated.  4):  record  the  constituent  of  waste;  liquid  [1],  solid  [2).  5):  record  the  code  No.  of  self-disposal  method;  recycle  [1], 
incineration  [2),  high  temperatiux  destruction  [3],  melting  [4],  shredding  ,  cutting  (5),  graduation  [6],  refining  [7],  drying  [8],  solidification 
[9],  stabilization  [10],  self-landfill  area  (isolation  [11],  management  [12],  sedimentation  [13],  stabilization  landfill  [14]),  sea  dumping  [IS], 
other  [16],  6):  record  the  amount  self -disposed.  7):  record  trust-disposal  method;  recyclcr  [1],  collector/transportor  [2],  intermediate  dispose 
[3],  fmal  disposer  [4],  sea  dumper  [3],  public  disposal  facility  [6],  local  government  landfill  area  [7].  8):  record  the  code  No.  of  type  of 
business  by  the  collection/transportation/disposal  business  or  public  disposal  facility  (refer  to  additional  fill-out  guidance),  and  record  the 
name  of  recycler  in  the  (  )  when  the  trust-disposal  method  is  recycle.  9):  record  the  amount  of  trust-disposed.  10):  record  the  amount  of 

storage  undisposed  for  the  year.  1 1);  record  the  disposal  expense  by  the  type  of  waste  with  the  unit  of  1.000  won.  12);  record  the  disposal 
details  by  the  type  of  waste  when  the  leftovers  generated  from  the  self-disposal  are  special  waste. 

*  Code  No.  by  the  Type  of  Waste  ' 

Waste  Acid  01-00,  Waste  .AlkaU  02-00,  Waste  Oil  03-(X),  Waste  Oganic  Solvent  04-  [Halogen  Family  10,  Non-Halogen  Family  20], 
Waste  Synthetic  High  Polymer  05-  [Waste  Synthetic  Resin  10.  Waste  Sjmthetic  Fiber  20,  Waste  Synthetic  Rubber  30,  Waste  Synthetic 
Leather  40,  Waste  Paint  &  Lacquer  50,  Other  Waste  Synthetic  High  Polymers  60],  Waste  Asbestos  06-00,  Waste  Agricultural  Chemicals 
15-00,  Waste  containing  PCB  16-(X),  Waste  Plaster  18-00,  Waste  Lime  19-(X),  Animal  Waste  20-  [Tannery  Waste  10,  Meat  Process  Was’ s 
20,  Seafood  Process  Waste  30],  Other  Toxic  Substances  notified  by  the  Minister  of  Environment  21-00 

71  7  7  ~  ~  7777  Z  ,  .  Z  73777!  ■  [Lead  Ol,  copper  02,  Arsenic  03,  Mercury  04, 

Slag  07,  olag-Dust  08,  Waste  Molduig  Sand  &  Waste  Sand  09,  Waste  n  a  rn;  u  i  .  rn.  c'  a  nt 

r-  Cadmium  05,  Hexavalent  Chromium  06,  Cyanide  07, 

Fire  Resistant  Matenals  &  Pieces  of  Pottery  10,  Incuierabon  Residual  11.  ■  oi.  v.  no  -r  ui  ,  nn 

.  c  i-jr-  Orgamc  Phosphorus  08,  Tetrachloroethylenc  09. 

Disposed  Substances  by  stabilization  or  Sohdfication  1 2,  Waste  -r  •  ui  .u  i  in  -r  cl 

c  r  .  .  Ill  ..  ,  Tnchloroethylene  10,  Other  Toxic  Substances 

Catalyzers  13.  Waste  Inhalants  Waste  Absorbent  14  m  .  r  jl  .u  »*•  •  .  rr-  •  m 

_ 2 _ _ _  Notified  by  the  Mimster  of  Environment  1 1], 

Sludge  17-  [Waste  Water  Disposed  Sludge  10,  Manufacturing  Sludge  20,  Designated  Sludge  (Lead  31,  Copper  32,  Arsenic  33, 

Mercury  34,  Cadmium  35,  Hexavalent  Chromium  36,  Cyanide  37,  Organic  Phosphorus  38,  Tetrachloroethylenc  39. 

Trichlcffoethylenc  40,  Other  Toxic  Substances  Notified  by  the  Minister  of  Environment  41 )] 


Other  items:  The  code  No.  of  transportation/disposal  business  (8)  shall  be  given  in  the  additional  fill-out  guidance  of  summary 
report  on  generation  /  disposal  of  special  waste. 
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(Form  No.  56] 


( fronc ) 


SUMMARY  REPORT  ON  DISPOSAL  OF  SPECIAL  WASTE  (Yr 

(for  Public  Disposal  Facilities) 


Date: 

Sender 


2)  Name  (President) : 


Document  No,:  Send 

Receiver  :  (  )  Minister  of  Environment 


1)  Name  of  Business  : 


3)  Address  (Office) : 


4)  Waste  for  Business  : 


Name  of  Facility/Equipment  Size  (Capacity)  ApprovedDate  Starting  Date  of  Use 

for  Construction 


(signature) 

) 


Lx)cation 


6)  Collection/Transportation  or  Disposal  Details  of  Waste 


Type  of 
Waste 


Name  of  Amount 
Entrusted  Entrusted 
Business  (f/yr) 


Amount 

Type  of 
Waste 

Name  of 

Amount 

Stored 

Entrusted 

Entrusted 

(t/yr) 

Business 

(t/yr) 

Amount 

Stored 

(t/yr) 


COLLECTION  /  DISPOSAL  DETAILS  OF  SPECIAL  WASTE  (for  Public  Disposal  Facility) 


1) 

Classi¬ 

fication 

M 

Detail  of  Collection 

Detail  of  Intermediate  Disposal 

8)  Detail  of 
Final 
Disposal 
(Amount 
Disposed) 

9) 

Amount 

Stored 

Total 

4)  Type 
of 

Collec¬ 

tion 

5)  Amount 
Collected 

Total 

1 

7)  Amount 
Disposed 

CD 

liiiil 

CD 

CD 

r  LD 

1 — 1 

1 _ 1 

n’T]  ! 

CD 

1  III 

CD 

r  DDi 

1 — 1 

L U 

1 

■mimnn 

1  1 

■■■■ 

□ 

1  III 

CD 

CD 

r^TTi 

[ _ 1 

CD 

1  1,1 

L 

1 _ 1 

■■■■ 

(!□ 

1  "■  i",  1 

CZ 

[  1.1 

1 _ i 

LiJ 

1  m 

L 

1 _ ! 

■■■■ 

□ 

1  ■■■  I'T  1 

CD 

1  1 

LU 

L  L  J 

G 

1 _ 1 

■■■■ 

CD 

1  1  1 

CZl 

[  rrn 

I _ 1 

[ LG 

. 1 1 1 

_ 

■mHHHi 

i _ 1 

ni"T  1 

□ 

I  I  .  1 

□ 

1  111 

1  Z  ,  1 

[ _ 1 

LG 

r.  1  .  i 

r  1 

1 _ 1 

r  1  r  1  1 

CD 

1  ....  j  _  1 

□ 

1  1,1 

1  1  >  1 

CD 

LG 

L_ EZl 

1 

■mHHi 

! _ 1 

in 

CZ! 

1  -  IVI 

□ 

1_ LlJ 

1  L  1  1 

r  -\ 

L G 

[ LG 

1  G 

■HHHIHH 

! _ 1 

!■■■■! 

CD 

1 ^ LZ 

IBSmB 

1 _ 1 

Total 

lasBss. 

1— ■! 

mmmmmt 

10)  Generation/ 
Disposal  Detail 
of  Leftovers 

U)Type 

12)  Amount 
Generated 

13)  Consti¬ 
tuents 

14)  Type  of 
Disposal 

15)  Amount 
Disposed 

1 6)  Amount 
Stored 

17)  Name  of 
Final  Disposer 

|MMlil| 

□ 

LG 

GiMTiri 

nwH] 

□ 

LG 

(fill-out  down  to  the  second  decimal  place) 


(Fill-out  Information ) 

1):  record  the  serial  No.  by  type  of  collecting  waste.  2);  record  code  No.  of  large/small  classification  of  waste  (refer  to  *).  3),  1 3):  record  the 
the  constituent  of  waste;  liquid  [  1 J,  solid  (21.  4):  record  the  type  of  collection;  generator  ( 1 ),  coUcclor/transportor  [2],  public  disposer  (3). 

S):  record  the  amount  collected  by  collector.  6):  record  the  disposal  method;  recycle  (01].  incineration  (02],  high  temperature  destruction 
[03],  melting  (04],  shredding  ,  cutting  (05],  graduation  (06],  refining  (07J,  drying  (08),  solidification  (09],  stabilization  ( 10],  other  (11).  7); 
record  the  amount  disposed  by  the  disposal  methods.  8):  record  the  amount  of  waste  for  direct  landfill  that  docs  not  require  intermediate 
disposal.  9):  record  the  amount  undisposed.  10):  record  the  disposal  details  of  leftovers  generated  after  intermediate  disposal.  14):  record  the 
code  No.  of  classification  for  disposal  of  leftovers;  final  disposer  (land)  { 1],  sea  dumper  (2],  landfill  by  local  government  (3],  public  disposal 
facility  (4),  other  (5).  17):  record  the  name  of  final  disposer  (place). 

■  *  Code  No.  by  the  Type  of  Waste  ~  - 

Waste  Acid  01-00,  Waste  Alkali  02 -(X).  Waste  Oil  03-00.  Waste  Organic  Solvent  04-  (Halogen  Family  10.  Non-Halogen  Family  20], 
Waste  Synthetic  High  Polymer  05-  (Waste  Synthetic  Resin  10.  Waste  Synthetic  Fiber  20.  Waste  Synthetic  Rubber  30.  Waste  Synthetic 
Leather  40,  Waste  Paint  &  Lacquer  50,  Other  Waste  Synthetic  High  Polymers  60],  Waste  Asbestos  06-00,  Waste  Agricultural  Chemicals 
15-00,  Waste  containing  PCB  16-(X),  Waste  Plaster  18-(X),  Waste  Lime  19-00.  Animal  Waste  20-  (Tannery  Waste  10,  Meat  Process  Wasi ; 
20,  Seafood  Process  Waste  30] ,  Other  Tosic  Substances  notified  by  the  Minister  of  Envirorunent  2 1  -00 

-  (Lead  01 ,  Copper  02,  Arsenic  03,  Mercury  04. 
Cadmium  05,  Hexavalent  Chromium  06.  Cyanide  07. 
Organic  Phosphorus  08.  Tetrachloroethylene  09, 
Trichloroethylene  10,  Other  Toxic  Substances 
Notified  by  the  Minister  of  Environment  11], 

Sludge  17-  (Waste  Water  Disposed  Sludge  10,  Manufacturing  Sludge  20,  Designated  Sludge  (Lead  31.  Copfier  32,  Arsenic  33, 

Mercury  34,  Cadmium  35,  Hexavalent  Chromium  36,  Cyanide  37,  Organic  Phosphorus  38,  Tetrachloroethylene  39, 

Trichloroethylene  40.  Other  Toxic  Substances  Notified  by  the  Minister  of  Envirorunent  41)] 


Slag  07,  Slag-Dust  08,  Waste  Molding  Sand  &  Waste  Sand  09,  Waste 
Fire  Resistant  Materials  &  Pieces  of  Pottery  10,  Incineration  Residual  11. 
Disposed  Substances  by  stabilization  or  Solidfication  12,  Waste 
Catalyzers  13,  Waste  Inhalants  Waste  Absorbent  14 
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(Form  No .  57 ] 


( front ) 


Document  No.; 
Receiver  :  ( 


SUMMARY  REPORT  ON  COLLECTION  /  TRANSPORTATION 
OF  SPECIAL  WASTE  (Yr  ) 

(for  Collector  /  Transportor) 

Date; 

Sender 

)  Regional  Administrator  of  Environmental  Administration  (Tel.; 


1)  Name  of  Business  : 


4)  Permit  No. ; 


6)  Waste  for  Business  ; 


2)  Name  (President) ; 


5)  Address  (Office) ; 


3)  Type  of  Business  ; 


(signature) 


Name  of  FiKility/Equipment  Size  (Capacity) 


Location 


Remarks 


.  Name  of  ^ 
”  Entrusted 
Business 


8)  Collection/Transportation  or  Disposal  Details  of  Waste 


Name  of  ^ 
Business 


Name  of 
Re- 

Truster 


(back) 


DETAILS  OF  COLLECTION  /  DISPOSAL  REQUEST  OF  SPECIAL  WASTE  (for  Colleclor/Transponorl^^i^jj,  . 


Detail  of  Collection 

Detail  of  Disposal  Request 

1 

2)  Type 

3)  Amount 
Collected 

Intermediate  Disposer 

Final  Disposer 

5)  Amount 
Requested 

^  ^  Amount 

6)Duiposer 

7)  Amount 
Requested 

Amount 

8)  Disposei 

□ 

CZ] 

□ 

□□ 

nj 

□ 

o 

CZ] 

zz 

□ 

cz 

CZl 

CZ] 

zz 

zz 

□ 

zz 

zz 

zz 

zz 

zz 

zz 

zz 

zz 

zz 

zz 

mm  1  !  .  1 

( - TV] 

mn 

1  III 

r  1  .  1 

1  r'l  1  1  1  111 

Q  ill 

1  TT"n  1  Ml 

■■■■ 

LjJ 

1  1  ■  1 

mi  n  1 _ LM 

1_ LM 

tmmmmmmmmmu 

k^^bhhbhi 

MM 

1  111 

r  m 

mm  1  rrn 

i..  J  1  1 

MM!  1  TMl 

■■■■ 

ill 

1  1  .  1 

iTim  1  ■■'I  z 

1  Ml 

mm  1  m 

L 

1_ LU 

11  I  11  !  Ill 

[  1  >  1 

Mini  Ml 

bhhhbhi^b 

■■■■ 

r  TTi 

CT  MM  ill 

[■  !  M 

M  'T  1  1  I  (  M 

■■■■ 

1  1.1 

1  1  .  1 

n  1  r'l  1  Ml 

1  Ml 

m  n  r  mi 

uaa 

1  111 

i  1  .  1 

miTi  1  Ml 

L ..  Ml 

ITT  Ml  1  Ml 

BBSS 

iMNwiral 

1  III 

mm  1 i..iJ 

1 _ ZZ 

1  n  n  1 _ zz 

BBSS 

( - m 

in  r M  Ml 

1 - m 

■■■■■—■I 

BBBB^HBI 

■■■■ 

1  1  .  1 

rn  Ml  Ml 

1  Ml 

1  M  1  1  1  Ml 

■BBBIBB 

■■■■ 

[  III 

mi  Ti  1  Ml 

I _ 1  M 

mm  1  m 

— 

Total 

1 - 1 — 1 

■ 

r  ■  i  "I 

!  "m 

1  I  ■'  1 

(fiU-out  down  to  the  second  decimal  place) 


[Fill-out  Information  ] 

1):  record  the  serial  No.  by  type  of  collecting  waste.  2):  record  code  No.  of  large/small  classification  of  waste  (refer  to  *).  3):  record  the 
amount  of  waste  collected.  4);  record  the  constituent  of  waste;  liquid  [1],  solid  (2).  5)  •  6):  record  the  code  No.  of  intermediate  disposal 
business  and  the  amount  requested  by  each  business,  in  case  of  trust  of  disposal  of  the  amount  collected  and  transported  into  the  intermediate 
disposer  (the  code  No,  is  given  in  the  additional  fill-out  guidance).  7)-8);  record  the  code  No.  of  final  disposal  business  and  the  amount 
requested  by  each  business,  in  case  of  trust  of  disposal  of  the  amount  collected  and  transported  into  the  final  disposer  (the  code  No.  is  given 
in  the  additional  fill -out  guidance). 

•  Code  No.  by  the  Type  of  Waste  "  " 

Waste  Acid  01  -00,  Wa.stc  Alkali  02-00.  Waste  Oil  03-00,  Waste  Organic  Solvent  04-  (Halogen  Family  10,  Non-Halogen  Family  20), 
Waste  Synthetic  High  Polymer  05-  [Waste  Synthetic  Resin  10,  Waste  .Synthetic  F>i  cr  20,  Waste  Synthetic  Rubber  30,  Waste  Synthetic 
Ixather  40,  Waste  Paint  &  Lacquer  50,  Other  Waste  Synthetic  High  Polymers  60],  Waste  Asbestos  06-00.  Waste  Agricultural  Ciiemicals 
15-(X3,  Waste  containing  PCB  16-(X),  Waste  Plaster  18-00.  Waste  LiiTiS  19-00.  Animal  Waste  20-  [Tamicry  Waste  10,  Meat  Process  Wast : 
20.  Seafood  Process  Waste  30).  Other  To:ric  Substances  notified  by  the  Minister  of  Environment  21-00 

-  [Lead  01 .  Copper  02.  Arsenic  03,  Mercury  04, 
Cadmium  05,  Hexavalent  Chromium  06.  Cyanide  07. 
Organic  Phosphorus  08,  Tetrachloroethylene  09, 
Trichloroethylene  10,  Other  Toxic  Substances 
Notified  by  the  Minister  of  Environment  II], 

Sludge  17-  [Waste  Water  Disposed  Sludge  10,  Manufacturing  Sludge  20,  Designated  Sludge  (Lead  31 ,  Copper  32,  Arsenic  33, 

Mercury  34,  Cadmium  35,  Hexavalent  Chromium  36,  Cyanide  37.  Organic  Phosphorus  38,  Tetrachloroethylene  39, 

Trichloroethylene  40,  Other  Toxic  Substances  Notified  by  the  Minister  of  Enviromnent  41 )) 


Other  items:  Tne  code  No.  of  intermediate  and  final  disposer  (5.  6)  shall  be  given  in  the  additional  fill-out  guidance  of 
summary  report  on  disposal  of  special  waste. 


Slag  07,  Slag-Dust  08,  Waste  Molding  Sand  &  Waste  Sand  C9,  Waste 
Fire  Resistant  Materials  &  Pieces  of  Pottery  10.  Incineration  Residual  11. 
Disposed  Substances  by  stabilization  or  Solidfication  12,  Waste 
Catalyzers  13.  Waste  Inhalants  Waste  Absorbent  14 
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[Fonn  No.  58] 


( front ; 


Document  No.; 
Receiver  :  ( 


i)  Name  of  Business  : 


4)  Permit  No. ; 


SUMMARY  REPORT  ON  INTERMEDIATE  DISPOSAL 
OF  SPECIAL  WASTE  (Yr.  ) 

(for  Intermediate  Disposer) 

Date: 

Sender 

)  Regional  Administrator  of  Environmental  Administration  (Tel.: 


2)  Name  (President) : 


5)  Address  (Office) : 


3)  Type  of  Business  : 


(signature) 


6)  Waste  for  Business  : 


Name  of  Facility/'Equipment  Size  (Capacity)  ApprovedDate  Starting  Date  of  Use 

for  Construction 


Location 


8)  Coliection/Transportation  or  Disposal  Details  of  Waste 


Type  of 
Waste 


Amount  Amount  Amount  nf 

Consu-  Entrusted  Disposed  Stored  Co 

tuents  (j/yr)  g, 


Consti- 


Amount 

Entrusted 

(t/yr) 


Amount 

Stored 

(t/yr) 


287 


H-TTASrfe  WATlAGfetflEHT -tAII  ^ECttEE 

13480  AND  PRIME  HZ..<U>  CONSTRUCTION  ENfiZNEERlNO 
RESEARCN  LAB  <ARNV>  CHANPAION  IL  8  KIN  ET  AL.  JUN  94 
UNCLASSIFIED  CERL-EP~94/03  XA-DA  NIPR-UTQAODL-SE-Sl 


Centimeter 


Inches 


(back) 


DETAILS  OF  TRUST  /  DISPOSAL  OF  SPECIAL  WASTE  (for  Intermediate  Disposer) 


(unit  t/yr.) 


2)  Type 


m-m 

m-m 

m-m 

m-m 

m-m 

m-m 

m-m 

m-m 


3)  Amount 
Entrusted 


6)  Amount 
Disposed 


7)  Amount 
Stored 


8) 

Classi¬ 

fication 

9)  Type 

□ 

□ 

□ 

m-m 

m-m 

m-m 

Total 

GENERATION  DETAIL  OF  LEFTOVERS 


10)  Amount 
Generated 


11) 

12) 

Consli- 

Disposal 

tuents 

Method 

m 

LJ 

m 

m 

rn 

m 

REQUEST  DETAIL  OF  DISPOSAL  OF  LEFTOVERS 


8)  Name  of  Final 
Disposer 


6)  Amount 
Disposed 

7)  Amount 
Stored 

ISSB^BSBI 

■■■■■■■■I 

ISSSSSSnl 

IsBBsy 

iBBBSSl 

kmmmmmmi 

(fiU-out  down  to  the  second  decimal  place) 


[Fill-out  Information  ] 


1),  8):  record  the  serial  No.  by  type  of  entrusted  (Left)  waste.  2),  9):  record  code  No.  of  large/small  classification  of  waste  (refer  to  *). 

3),  10);  record  the  amount  of  waste  entrusted  (left).  4),  11):  record  the  constituent  of  waste;  liquid  [1],  solid  [2].  3);  record  the  disposal 
method;  recycle  [01],  incineration  [02],  high  temperature  destruction  [03],  melting  [04],  shredding,  cutting  [05],  graduation  [06], 
refining  [07],  drying  [08],  solidification  [09],  stabilization  [10],  other  [1 1].  6),  13):  record  the  amount  of  entrusted  (leftover)  waste  disposed. 
7),  14):  record  the  amount  of  entrusted  (leftover)  waste  undisposed.  12):  record  the  code  No.  of  classification  for  disposal  of  leftovers;  final 
disposer  (land)  ( 1],  sea  dumper  [2],  landfill  by  local  government  [3],  public  disposal  facility  [4].  other  [5].  IS):  record  the  name  of  final 
disposer  (place). 

p— -  •  Code  No.  by  the  Type  of  Waste  " "  ■  - -  — 

Waste  Acid  01-00,  Waste  Alkali  02 -(X),  Waste  Oil  03-00,  Waste  Organic  Solvent  04-  [Halogen  Family  10,  Non-Halogen  Family  20], 
Waste  Synthetic  High  Polymer  05-  [Waste  Synthetic  Resin  10.  Waste  Synthetic  Fiber  20.  Waste  Synthetic  Rubber  30,  Waste  Synthetic 
Leather  40,  Waste  Paint  &  Lacquer  50,  Other  Waste  Synthetic  High  Polymers  60],  Waste  Asbestos  06-00,  Waste  Agricultural  Chemicals 
15-00,  Waste  containing  PCB  16-00,  Waste  Plaster  18-00.  Waste  Lime  19-00.  Animal  Waste  20-  [Taimciy  Waste  10,  Meat  Process  Wast : 
20,  Seafood  Process  Waste  30],  Other  Toxic  Substances  notified  by  the  Minister  of  Environment  21-00 

-  [Lead  01,  Copper  02,  Arsenic  03.  Mercury  04, 
Cadmium  05.  Hexavalent  Chromium  06.  Cyanide  07, 
Organic  Phosphorus  08,  Tetrachloroethylene  09. 
Trichloroethylene  10,  Other  Toxic  Substances 
Notified  by  the  Minister  of  Environment  1 1], 

Sludge  17-  [Waste  Water  Disposed  Sludge  10,  Manufacturing  Sludge  20,  Designated  Sludge  (Lead  31,  Copper  32,  Arsenic  33, 

Mercury  34.  Cadmium  35,  Hexavalent  Chromium  36,  Cyanide  37,  Organic  Phosphorus  38.  Tetrachloroethylene  39, 

Trichloroethylene  40.  Other  Toxic  Substances  Notified  by  the  Minister  of  Environment  41 )] 


Slag  07,  Slag-Dust  08,  Waste  Molding  Sand  &  Waste  Sand  09.  Waste 
Fire  Resistant  Materials  &  Pieces  of  Pottery  10,  Incineration  Residual  11, 
Disposed  Substances  by  stabilization  or  Solidfication  12,  Waste 
Catalyzers  13,  Waste  Inhalants  Waste  Absorbent  14 
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[Fom  No.  59] 


( f  ronc ) 


SUMMARY  REPORT  ON  FINAL  DISPOSAL  OF  SPECIAL  WASTE  (Yr. 

(for  Final  Disposer) 


Document  No.: 
Receiver  :  ( 


1)  Name  of  Business : 


4)  Permit  No. : 


6)  Waste  for  Business  ; 


Date: 

Sender 


)  Regional  Administrator  of  Environmental  Administration 


(signature) 

) 


2)  Name  (President) : 


5)  Address  (Office) : 


3)  Type  of  Business  : 


Name  of  Facility/Equipment  Size  (Capacity)  ApprovedDate  Starting  Date  of  Use 

for  Construction 


Location 


8)  Collection/Transportation  or  Disposal  Details  of  Waste 

Type  of 
Waste 

Name  of 
Consigned 
Business 

Consti¬ 

tuents 

Amount 

Entrusted 

(t/yr) 

Amount 

Disposed 

(t/yr) 

Type  of 
Waste 

Name  of 
Consigned 
Business 

Consti¬ 

tuents 

Amount 

Entrusted 

(t/yr) 

Amount 

Disposed 

(t/yr) 

289 


(back) 


1) 

Classi¬ 

fication 

2)  Type 

CZH 

m-m 

o 

m-m 

m-m 

□ 

m-m 

CD 

m-m 

CD 

m-m 

CD 

m-m 

CD 

m-m 

CZ] 

m-m 

CD 

m-m 

□ 

m-m 

CD 

m-m 

□ 

m-m 

□ 

m-m 

CZl 

m-m 

Total 

DETAILS  OF  TRUST  /  DISPOSAL  OF  SPECIAL  WASTE  (for  Final  Disposer) 


3)  Total 


(unit:  t/yr.) 


AMOUNT  OF  WASTE  LANDFILLED- DISPOSED 

Total 
[  3)  -f4)  ] 

3)  Amount 
Requested 
by  Generator 

4)  Amount 
Requeated  by 

Col  lec  tor/Trans  portor 

5)  Amount  Requested 
by  Intermediate 
Disposer  (Residues) 

(fill-out  down  to  the  second  decimal  place) 


[Fill-out  Information  ] 

1):  record  the  serial  No.  by  type  of  entnisted  waste.  2):  record  code  No.  of  large/small  classification  of  waste  (refer  to  *). 

3):  record  the  amount  of  waste  for  disposal  requested  directly  by  the  waste  generator.  4):  record  the  amount  of  waste  requested  by  the 
collector  and  transportor.  5):  record  the  residues  of  the  intermediate  disposal  requested  by  the  intermediate  disposer. 


-  *  Code  No.  by  the  Type  of  Waste  - 

Waste  Acid  01 -(X),  Waste  Alkali  02-00,  Waste  Oil  03-(X),  Waste  Organic  Solvent  04-  [Halogen  Family  10,  Non-Halogen  Family  20], 
Waste  Synthetic  High  Polymer  05-  [Waste  Synthetic  Resin  10,  Waste  Synthetic  Fiber  20.  Waste  Synthetic  Rubber  30,  Waste  Synthetic 
Leather  40.  Waste  Paint  &  Lacquer  50.  Other  Waste  Synthetic  High  Polymers  60],  Waste  Asbestos  06-00,  Waste  Agricultural  Chemicals 
15-00,  Waste  containing  PCB  16-00.  Waste  Plaster  18-00,  Waste  Lime  19-00,  Animal  Waste  20-  [Tarmery  Waste  10,  Meat  Process 
Waste  20,  Seafood  Process  Waste  30],  Other  Toxic  Substances  notified  by  the  Minister  of  Envirorunent  21-00 

-  [Lead  01 ,  Copper  02.  Arsenic  03,  Mercury  04, 

Slag  07.  Slag-Dust  08.  Waste  Molding  Sand  &  Waste  Sand  09.  Waste  Cadmium  05.  Hexavalent  Chromium  06.  Cyanide  07, 
Fire  Resistant  Materials  &  Pieces  of  Pottery  10.  Incineration  Residual  1 1 .  Phosphorus  08.  Tetrachloroethy lene  09. 

Disposed  Substances  by  subilizaiion  or  Solidfication  12.  Waste  Trichloroethylene  10.  Other  Toxic  Substances 

Catalyzers  13.  Waste  Inhalants  Waste  Absorbent  14  Notified  by  the  Minister  of  Environment  11], 


Sludge  17-  [Waste  Water  Disposed  Sludge  10,  Manufacturing  Sludge  20,  Designated  Sludge  (Lead  31,  Copper  32,  Arsenic  33, 
Mercury  34.  Cadmium  35.  Hexavalent  Chromium  36.  Cyanide  37,  Organic  Phosphorus  38,  Tetrachloroethy  lene  39, 
Trichloroethylene  40,  Other  Toxic  Substances  Notified  by  the  Minister  of  Environment  41 )] 


(Form  No.  60] 


( front ) 


SUMMARY  REPORT  ON  RECYCLEOF  SPECUL  WASTE  (Yr. 

(for  Recycle  Reporter) 


Document  No.: 

Receiver  :  (  )  Regional  Administrator  oi 


1)  Business  Registration  No.:  1 2)  Name  of 

Business: 


lonmental  Administration 


3)  Name 
(President): 


5)  Location  City  /  Province  City/County/Ward 
of  Business:  ["y-] ,  ppi  ^  ^ 


9)  Working  Period/yr :  Months  10)  No.  of  Employees 


7)  Name  of  Industrial 

of  Business 

Complex: 

region :  Cl 

CD  □□ 

Technical : 


Date: 

Sender  (signature) 

(Tel.:  ) 


4)  Type  of 
Business: 


8)  Date  of  Recycle  Report 


Supportive: 


Report  No. 


Type  of 
Recycle  Waste 


*  'ord  the  whole  process,  in  the  concrete) 


Type  of 
Recycle  Waste 


Type  of 

Amount  of 

Name  of  I  Name  of 

Type  of 

Amount  of 

Waste 

Waste  (t/yr) 

Waste 

Waste  (I'yr) 

Type  of 


*5  Si,  Recycle  Waste 


Amount  Recycled 
(t/yr) 


Name  of  Recycled 
Products 


Amount  Produced 
(t/yr) 


Production  Amount 
(unit:  KXX)  won) 


[Fill-out  Infonnation] 

1):  record  the  registration  No.  4):  fiU-out  the  type  of  business  and  code  No.  by  the  additional  guidance.  5):  record  the  code  No.  of 
city/province,  city.county/ward,  and  also  eup,  myun,  li.  dong,  and  house  No,  shall  be  filled  out  in  the  (  )  and  the  Code  No.  shall  be 

fUled-ouy  pursuant  to  the  addional  fill-out  guidance.  6)  classification  of  business  region:  record  code  No.;  residential  [1],  commercial  [2], 
green  belt  [3],  industrial  [4],  industrial  complex  [5],  other  [6].  7);  record  according  to  the  additional  guidance  when  the  business  is  located  in 
the  industrial  complex.  8):  record  the  first  date  of  recycle  report.  11);  record  the  recycling  process  from  the  begining  to  the  production,  in 
the  concrete.  12):  record  the  details  of  recycle  report  by  the  report.  13):  record  the  details  of  collecting  waste  from  the  consigned  business. 
14):  record  the  recycle  details  of  waste. 

•  Other  items 

4)  type  of  business.  3 )  loaction  of  business,  7)  type  of  industrial  complex  shall  be  given  in  the  additional  fill-out  guidance  of  summary 
report  on  recycle  of  special  waste. 
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( back ) 


RECYCLE  DETAILS  OF  SPECIAL  WASTE 


2)  Type  3)  Amount 
Collected 


□ 

CD  rrm 
CD  rrm 

□  mm 
m  rrm 
m  rrm 
m 

m  |rrm 
o 

□  Irrm 


5) 

Amount 

Recycled 

6) 

Amount 
of  Waste 
after 
Recycle 

mSSm 

BB 

BB 

SSS5 

BS 

BS 

B& 

(unit:  t/yr.) 


ISPOSAL  DETAIL  OF  AFTER  RECYCLE 


Self  Disposal 


8) 

Amount 

Disposed 


Trust  Disposal 


](! 


9) 

Amount 

Disposed 


10) 

Amount 

Stored 


0IB5Q 


(fill-out  down  to  the  second  decimal  place 


(FUl-out  Information  2] 


1):  record  the  serial  No.  by  type  of  entrusted  waste.  2):  record  code  No.  of  large/small  classification  of  waste  (refer  to  *).  3):  record  the 
amoimt  collected.  4):  record  the  constituent  of  waste;  liquid  [I],  solid  (2].  5):  record  the  amount  recycled  out  of  waste  collected.  6);  record 
the  amount  generated  after  recycle.  7);  record  the  code  No.  of  self-disposal  method  of  waste  generated  after  recycle;  recycle  [1],  incineratior 
[2],  landfill  (self-landfill)  [3],  other  self-disposal  {4).  9);  record  trust-disposal  method  of  waste  generated  after  recycle;  recycler  [1], 
collector/iransportor  [2],  intermediate  disposer  [3],  final  disposer  [4],  sea  dumper  [5],  public  disposal  facility  [6],  local  government  landfill 
area  [7].  10):  record  the  code  No.  of  collection/transportation/disposal  business,  or  public  disposal  facility  (refer  to  additional  fill-out 
guidance),  and  record  the  name  of  recycler  in  the  (  )  when  the  trust-disposal  method  is  recycle.  12):  record  the  amount  of  storage 
undisposed  out  of  waste  after  recycle.  13):  record  the  amount  stored  of  waste  uiuecycled  out  of  waste  for  recycle.  14):  record  the  disposal 
details  by  the  type  of  waste  when  the  secondary  leftovers  generated  from  the  self-disposal  (such  as  incineration)  are  special  waste. 

■  •  Code  No.  by  the  Type  of  Waste  - 

Waste  Acid  01-00.  Waste  Alkali  02-00,  Waste  Oil  03-00,  Waste  Organic  Solvent  04-  (Halogen  Family  10,  Non-Halogen  Family  20], 

Waste  Synthetic  High  Polymer  05-  [Waste  Synthetic  Resin  10,  Waste  Synthetic  Fiber  20,  Waste  Synthetic  Rubber  30,  Waste  Synthetic 
Leather  40,  Waste  Paint  &  Lacquer  50,  Other  Waste  Synthetic  High  Polymers  60],  Waste  Asbestos  06-00,  Waste  Agricultural  Chemicals 
15-(X),  Waste  containing  PCB  16-{X),  Waste  Plaster  18-00,  Waste  Lime  19-00,  Animal  Waste  20-  (Tannery  Waste  10,  Meat  Process 
Waste  20,  Seafood  Process  Waste  30],  Other  Toxic  Substances  notified  by  the  Minister  of  Environment  21-00 

Slag  07,  Slag-Dust  08.  Waste  Molding  Sand  &  Waste  S«,d  09,  Waste  n7 

r-  o  •  .  .  Cadmium 05, Hexavalent Chromium 06, Cyamde 07, 

Fue  Resistant  Materials  &  Pieces  of  Pottery  10,  Incineration  Residual  11,  •  «.  l  no  t  _  ui  .1.1  no 

.  .  ....  .  „  „  .  ...  Orgamc  Phosphorus  08.  Tetrachloroethylene  09, 

DisposedSubstancesby  stabilization  or  Solidfication  12,  Waste  t  •  1.1  .u  1  m  ruu  -r  ■  cu. 

T  L  ..  .  Tnchloroethylene  10,  Other  Toxic  Substances 

Catalyzers  13,  Waste  Inhalants  Waste  Absorbent  14  M.r  ju  .u  w  •.  ec  .m 

_ _ _ _ _  Notified  by  the  Minister  of  Envirorunent  11], 

Sludge  17-  [Waste  Water  Disposed  Sludge  10.  Manufacturing  Sludge  20,  Designated  Sludge  (Lead  31,  Copper  32,  Arsenic  33, 

Mercury  34,  Cadmium  35,  Hexavalent  Chromium  36,  Cyanide  37,  Organic  Phosphorus  38,  Tetrachloroethylene  39, 

Trichloroethylene  40,  Other  Toxic  Substances  Notified  by  the  Minister  of  Environment  41)] 


Other  items:  The  code  No.  of  transportation/disposal  business  (10)  shall  be  given  in  the  additional  fill-out  guidance  of 
summary  report  on  recycle  of  special  waste. 
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(front) 


(Form  No.  61) 


□suspension  of  business  1  □  DOMESTIC  i 

REPORT  for  OF  BUSINESS  ^  OFj^SPEOiAL  ^ 


Procesg  Time 
30  days 

(Landfill:  90  days 


WASTE 


1 1)  Name  of  Business 
REPORTOR  1 3)  Name  (President) 


S)  Address  of  Business 


6)  Location  of  Business  Office 


7)  Date  of  Construction  Approval 


2)  Type  of  Business 


4)  Residence 
Registration  No. 


8) 

Type  of 


10) 

Date  of 


12) 

Expected  Date 


lypcot  ci,-  uaieor  Cfortino  — - 

Disposal  (Caoacity)  Construction  of  Use  Suspension 

FacUity  Approval  ^ateofUse  (Tenninauon) 


of  Business 


13)  Case  of  Landfill  Facility 


Size  of  Landfill  Amount  of  Landfill 

(m^ )  (0 


Reason 

of 

Report 


I  hereby  repon  n  of  Business  j  Waste  Disposal  Facility,  pursuant  to  Article  47. 1 

'  U  Teiminauon  of  Business 

in  the  Law,  and  Article  67  in  the  Regulation  of  the  Waste  Management  Law. 


Reporter : 


(signature) 


To  Regional  Administrators  of  Environmental  Administration 


Enclosure:  1  copy  of  Post-Management  Management  Plan  of  waste  disposal  facility 
(only  for  Landfill  Facility) 
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This  application  form  is  processed  as  follows: 


(back) 
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[Form  No.  62] 


( Name  of  Concerning  Office ) 


Document  No. : 


Date  : 


Reception 


Sender : 


(signature) 


:  Deposit  Notification  on  Post- Management  Fund  of  Waste  Landfill  Facility 


Constructor 


Location  of 
Landfill  Facility 


I  hereby  notify  the  deposit  for  the  post-management  fund  to  the  above  landfill  facility, 
pursuant  to  Article  29. 1  of  the  Presidential  Decree  and  Article  69  of  the  Regulation  in 
the  Waste  Management  Law. 
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(Form  No.  63] 


( front ) 


REPORT  ON  EXPENSE  DETAIL  FOR  POST- MANAGEMENT 
OF  WASTE  LANDnLL  FACILITY 


Process  Time 
30  days 


1)  Name  of  Business 
REPORTOR  2)  Name  (President) 

4)  Address  of  Business 


5)  Location  of  Business  Office 


6)  Size  of  Landfill  Facility 


8)  (Expected)  Starting  Date  of 
Landfill  Facility 


10)  Expense  for  Post-Management 


3)  Residence 
Registration  No. 


7)  Capacity  of  Landfill  Facility 


9)  (Expected)  Finishing  Date  of 
Landfill  Facility 


I  hereby  report  the  expense  for  post-management  of  waste  landfill  facility,  pursuant  to  Article  29.2 
of  the  Presidential  Decree,  and  Article  70  of  the  Regalation  in  the  Waste  Management  Law. 


Date : 


Reporter : 


(signature) 


To  Minister  of  Environment 


Enclosure:  None 

1.  1  copy  of  Calculated  Details  classified  by  detailed  items  of  expenses  required  for  post-management 
by  year 

2.  1  copy  of  Deposit  Details  of  Pre-Deposit  (only  for  people  who  reserve  post-management  deposit 
in  advance) 


[Form  No.  64] 


(front ) 


Process  Time 
30  days 


APPLICATION  FOR  REFUND  CLAIM  OF  POST-MANAGEMENT  DEPOSIT 


1)  Name  of  Business 
REPORTOR  2)  Name  (President) 

4)  Address  of  Business 


5)  Location  of  Business  Office 


6)  (Expected)  Starting  Date  of 
Post-Management  on  landfill  Facility 


8)  Expense  for  Refund  of 
Deposit  of  Post-Management 


3)  Residence 
Registration  No. 


I  hereby  apply  for  return  of  deposit  for  post-management  of  waste  landfill  facility,  pursuant  to 
Article  35.1  of  the  Presidential  Decree,  and  Article  72  of  the  Regulation  in  the  Waste 
Management  Law. 


Date : 


Applicant : 


(signature) 


To  Minister  of  Environment 


Enclosure:  1  copy  of  Expenditure  Details  of  Post-Management  Deposit 
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This  application  form  is  processed  as  follows: 


(back) 


[Form  No.  65] 


(front) 


PAYMENT  PLAN  FOR  PRE-RESERVED  DEPOSIT 


Process  Time 
IS  days 


1)  Name  of  Business 


REPORTOR  2)  Name  (President) 


4)  Address  of  Business 


S)  Location  of  Business  Office 


6)  Expense  for  Post-Management 


8)  First  Payment  Date  for 
Pre-Reserved  Deposit 


7)  Expected  Annual  Payment 
Amount 


I  hereby  report  the  payment  plan  of  pre-reserved  deposit  for  post-management  of  waste  landfill 
facility,  pursuant  to  Article  36.2  of  the  Presidential  Decree,  and  Article  74  of  the  Regulation  in  the 
Waste  Management  Law. 


Date  : 
Reporter : 


(signature) 


To  Minister  of  Environment 


Enclosure:  1  copy  of  Clalculated  E>etails  of  Annual  Estimated  Expense  for  POst-Management 
and  Deposit  Plan 
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This  application  form  is  processed  as  follows: 


(back) 


(  Name  of  Concerning  Office ) 


Document  No. ; 

Date  : 

. 

Reception 

Sender : 

(signature) 

Title  :  Decision  Notification  of  Land  Use  /  Period  for  Land  Use  Restriction 


APPROVAL  ITEMS 


Constructor 


Location  of 
Landfill  Facility 


Purpose  of  Use 


Period  of  Use 


I  hereby  approve  the  land  use  plan  for  waste  landfill  area,  pursuant  to  Article  38.3  of  the 
Presidential  Decree  and  Article  78  of  the  Regulation  in  the  Waste  Management  Law. 
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(7) 


^•4  ^<il 

:2.^4f 


^-2. 


pel'll 


^^11  / 

^>H| 


AhS. 


Af^ 

7l-%r^^ 


Combusdbie 
Resource  Recovery 
Amendment 
Destructive  Distillation 
Building 

Minister  of  Construction 
Drying  Facility 
Builder 

Disqualification 

Decision 

Economic  Planning  Board 

Contract  Amount 

High  Temperature  Destruction 

Solidification 

Public  Residential  Area 

Public  Disposal  Facility 

Industrial  Complex 

Offical  Bulletin 

Industry 

Park 

Manufacturing  Process 

Promulgation 

Manager 

Offical  Gazette 

Square 

Slag 

Minister  of  Transportation 
Ward  Head 

National  Environmental  Research  Institute 
Public  Health 
National  Tax 

Dispositionof  National  Taxes  in  Arrears 
Size  (Capacity) 

Size  (Scale) 

Regulations 
Coun^  Head 

Munitions  Management  Law 

Incompetent 

Function  Check 


714 


Amount  Already  Landfilled 
Engineer 

Technical  Manager 

Technical  Ability 

High  Developed  Technician 


Ml-?^  Durability 

Water-Resistance 
Ml  ^4  Details 

Heat-Resistance 

^^1  Green  Belt 

Minister  of  Agriculture  and  Fisheries 

Presidential  Decree  for  the  Special  Measure  Law  of  Agriculture  and 
Fisheries  Development 


t|l7li«g 

Air  Pollution 

Air  Pollutant 

Air  Environmental  Preservation  Law 

Rent  /  Lease 

Presidential  Decree 

Road 

-£44 

Governor  /  Governor  of  Province 

Pieces  of  Pottery 

Animal  Waste 

Registration 

Certificate  of  Registration 

(°) 

Landfill  /  Reclamation 

“11^  7}^^ 

(Potential)  Amount  Landfilled 

nllfJ4^ 

Landfill  Facility 

■^71# 

Inorganics 

&iHf^4 

Cultral  Properties  Area 

Cultral  Properties  Protection  Law 

“J’3 

Civil  Law 

Public  Service  Center 

(«) 


Reaction  Facility 

Returning  Deposit 

(^-SL) 

Return  (Notification) 

Sender 

Name  of  Ordering  Business 

Effluent 

Radioactive  Substance 

Preventive  Facility 

««# 

Generation  /  Discharge 

Discharging  Facility 

Generator  /  Discharger 

«li^^-8-7l^ 

Discharge  Permission  Standard 

Bylaw  of  Corporation 

Modofication  /  Change 

»17> 

Permit  for  Change 

'gs  ^'i  ^\'i 

Addidonal  Fill-out  Guidance 

Storage  Facility 

4S 

Covering  Up 

-¥•7^7^/^^ 

Value-Added  Tax  Law 

Area  of  Site 

Addenda 

-¥-iH 

Septic 

•^in 

Excreta 

^>^5: 

Classification  No. 

^el 

Separation 

-S-^ 

Slag-Dust 

-&«« 

Decomposition 

Non-Combustible 

HU 

Remarks 

ti]s.n 

Fertilization 

Voluntary  Matters  Proceedings 

i'-) 

Feeding 

Office  Area 

Businessman 

Business  Registration  No. 

Location  of  Business  Office 

Business  Owner 

^1^711^1  <g 

Starting  date  of  Use 
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'•^^Si 

'b^S  V) 

All 

O 

'i^ 

A^ti) 

'iM 

^ix]x} 

(cnsj^n 

±.7.^X\ 

4-LVl-7]^ 

^s. 

^6jol;»l 


Reported  Area  of  Use 
Post-Management  Deposit 
Forest 
Oxidation 

Trickling  Filter  Process 

Minister  of  Commerce  and  Industry 

Water  System 

Commercial 

Name  of  Business 

Biological  Oxygen  Demand  (BOD) 

Manufacturing  Process 

Production  Cost 

Amount  Produced 

Human  Environment 

Document  Check 

Mayor  of  Special  City  of  Seoul 

Design  Dramngs 

Design  /  Construction  Business  (Service) 

Equipment 

Construction 

Approved  Area  of  Construction 
Approved  Date  of  Construction 
Constructor 
Name  (President) 

Constituents 
Incineration 
Incineration  Residual 
Incineration  Chamber 
Owner 

Location  of  Business 
Water  Supply  Law 
Yield  (%) 

Seafood  Process  Waste 
Fee 

Receiver 

Stamp  of  National  Government 
Import  Restriction  (Limit) 

Stamp  of  Local  Government 
Water  Pollution 
Water  Pollutant 

Water  Environmental  Preservation  Law 

Presidential  Decree  for  the  Water  Environmental  Preservation  Law 
Collection 

Collection  /  Transportation  Business  (Service) 
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Amount  Entrusted 

Approval 

4iel|7l 

Refuse 

Construction  Monitor 

Contractor  of  Construction  (Construe  uar) 

Cement  SolidiEcadon 

Facility 

Facility  Inspection 

Mayor 

Presidential  Decree  (Enforcement  Decree) 

Food  Sanitation  Law 

>l!JL 

Report 

Report  No. 

AlJLOj 

Reporter 

Identification  Certificate  (ID,  Affidavit) 

Applicant 

Size  of  Laboratory  (Lab  Area) 

(®) 

Sulfitr-Dioxide 

Stabilization 

Stabilization  Facility 

Compaction  Facility 

oj:zf 

Filtration 

Type  of  Business 

^s.n 

Refuse  Derived  Fuel  (RDF) 

‘ddiil 

Combustion  Chamber 

Thermosetting  Property 

‘gaHreh 

Hydro-Chloride 

Region  of  Business  (Business  Area) 

Deposit 

Application  for  Returning  Deposit 

Sludge 

•f-71 

Open  Waste  Dumping 

Date  of  Completion 

-8-s 

Usage  (Use) 

-8-8- 

Melting 

Extraction  Potential  (EP)  Test 

•grti 

Transportation 

■gr“j 

Transportation  Record 

Transportation  Business  (Service) 

Sanitary 
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4^1  ^el 

■8-^J 

‘y“jsfl7i-i- 

^'es||7)S;^el«g 

'y‘L>s<i7i-i-^ei<a^> 


Consignment  /  Trust 

Consigned  Contractor  (Trust  Business) 

Trust  Disposal 

Organics 

Toxic  Substance 

Oil  and  Water  Separation 

Operation  aiKl  Maintenance  (Management) 

Hazardous  Chemical  Substance  Management  Law 

Meat  Process  Waste 

Condensation 

Medical  Waste 

Domestic  Waste 

Domestic  Waste  Disposal  Busitess  (Service) 

Domestic  Waste  Disposal  Contractor  (Handler  of  Domestic  Waste  Disposal) 


(^) 

^11 

iafl 

3L*] 


Self-Landfill 

Automobile  Management  Law 

Capital  Stock 

Natural  Environment 

Residual 

Equipment 

Ash 

Reopening  Business 
Reissue 

Secondary  Bake 
Recycle  by  Separation 
Name  of  Recycled  Products 
Recycle  (Reuse) 

Recycling  Process 
Recycling  Waste 
Location  og  Loading 
Occupant 
Filing 

Statement  of  Accounts 
Refining  Method 
Refining  Facility 
Manufacturing  Process 
Regulation  (Ordinance) 
Measures  (Action) 

Residence 

Residence  Registration  No. 
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Enforcement  Ordinance  of  the  Liquor  Tax 

Address  of  Business 

Inspection  of  Completion 

Intermediate  Disposal 

-^71:^21 

Heavy  Machinery’  Management  Law 

National  Government  Agency 

Neutralization 

Polymerization 

Distillation 

Graduation 

Public  Announcement  of  Land  Value 

^]S.  t  4^3] 

Guidance  /  Supervision 

^W\ 

Local  Tax 

Local  Government 

Local  Government  Act 

Municipality 

Regional  Administrator  of  Environmental  Administration 

^l*Hr 

Ground  Water  Monitoring  Well 

Mayor  of  City  under  Direct  Control  of  National  Government 

^4:'LViH- 

Nitrogen  Oxide 

Imprisonment 

(^) 

Starting  Date  of  Construction 

Enclosure 

^2l 

Disposal  (Treatment) 

Process  Time 

Processing  Office 

Disposal  Standard 

Disposal  Method 

Disposal  Facility 

Disposal  Business  (Service) 

Disposal  Contractor  (Disposer) 

Prime  Minister  Order 

Final  Disposal 

Extraction 

Condensation 

Measurement  Agent 

Contract  of  Measurement  Execution  by  Proxy 

Sedimentation 

Setting  Tank 

Leachate 
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(E) 


Dehydration  (Dewatering) 

Dewatering  Facility 

Civil  Engineer 

Land 

Compulsory  Purchase  of  Land  Law 

SitiW 

Composting 

^<i] 

Deposit  (Intake) 

Specially  Clean  Area 

Special  Air  Hazardous  Substances 

Special  Water  Hazardous  Substances 

-fr^ 

Special  Toxic  Substances 

Special  Hazardous  Substances 

■^^®jl7ll- 

Special  Waste 

(“) 

nW 

Shredding 

^Dll 

Sale 

sfl::L-¥- 

Waste  Rubber 

nm 

Waste 

Waste  Management  Fund 

Waste  Management  Law 

Waste  Management  Committee 

^71 

Open  Dumping 

S1I711- 

Sectional  Committee  for  Waste  Disposal 

5fl7l#  ^elA)<a^ 

Waste  Treatment  Service  Law 

Waste  Fire  Resistant  Material 

Waste  Agricultural  Chemicals 

Waste  Lacquer 

Waste  Sand 

Waste  Acid  /  Alkali 

Waste  Plaster 

Waste  Asbestos 

Waste  Lime 

5«-«- 

Waste  Oil 

sII-8-71-8-^1 

Waste  Organic  Solvents 

Waste  Molding  Sand 

Abrogation 

Waste  Papers 

Waste  Catalyzers 

Waste  Paint 
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Waste  Synthetic  Rubber 
Waste  Synthetic  High  Polymers 
'T^^l  Waste  Synthetic  Resins 

Waste  Synthetic  Leather 
■n-8-  Waste  Synthetic  Fiber 

Waste  Absorbent 

sll-S-A}';*fl  Waste  Inhalant 

■ieI#5.elMloiEl=a|jH|'^ 

Polychlorirjatedbiphenyl  (PCB) 
Tannery  Waste 


(») 

*HrS. 

Sewer  System 

Sewer  System  Law 

River 

Korean  Industrial  Standards 

Korean  Resources  Recycling  Corporation 

Korean  Standards  of  Industrial  Classification 

Quasi-Incompetent 

Halogen  Family  /  Non-Halogen  Family 

Harbor 

Public  Beach 

no^ 

Discharge  into  Ocean 

Law  of  Administrative  Execution  by  Pro  »y 

Administrative  Measures 

Permit  (Permission) 

^2l(SfoJ)7l:?t 

Coordinating  (Confirming)  Office 

Lake 

4Fg-7lA> 

Chemical  Engineer 

Environment 

Environmental  Management  Corporation 

Presidential  Decree  for  the  Environmental  Management  Corporation  Law 

Environmental  Engineer 

Environmental  Preservation  Law 

Environmental  Preservation  Association 

Environmental  Policy  Fundamental  Law 

Ministry  of  Environment 

Minister  of  Environment 

Reduction 

il^ 

Recollection 

Suspension  of  Buiness 
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(A) 

Abrogation 

Addenda 

Additional  Fill-out  Guidance 

Address  of  Business 

Administrative  Measures 

Air  Envircumental  Preservation  Law 

Air  Pollutant 

Air  Pollution 

Amendment 

Amount  Already  Landfilled 

Amount  Entrusted 

Amount  (Potential)  Landfilled 

Anuunt  Produced 

Animal  Waste 

Applicant 

Application  for  Returning  Deposit 
Approval 

Approved  Area  of  Construction 
Approved  Date  of  Construction 
Area  of  Site 
Ash 

Automobile  Management  Law 

(B) 

Biological  Oxygen  Demand  (BOD) 

Builder 

Building 

Business  Owner 

Business  Registration  Wo. 

Businessman 

Bylaw  of  Corporation 

(C) 

Capital  Stodc 
Cement  Solidification 
Certificate  of  Registration 
Chemical  Engineer 


’gS. 

cl|7l.£.^ 

7H^ 

7lnl|^V 

7ll 


o  ^  o 
41^71  Af 
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Civil  Engineer 
Civil  Law 
Classification  No. 

Collection 

Collection  /  Tran^rtation  Business  (Service) 

Condbustihle 

Coo^bustion  Chamber 

Coaaercial 

Coiii(»sting 

Compaction  Facility 

Compulsory  Purchase  of  Land  Law 

Condensation 

Consigned  Contractor  (Trust  Business) 

Consignment  /  Trust 

(Constituents 

(Construction 

(Construction  Monitor 

Constructor 

(Contract  Amount 

(Contract  of  Measurement  Execution  by  Proxy 
(Contractor  of  (Construction  ((Constructor) 
(Coordinating  ((Confirming)  Office 
(County  Head 
(Covering  Up 

(Cultral  Properties  Area 
(Cultral  Properties  Protection  Law 

(D) 

Date  of  (Completion 
Decision 
Decomposition 
Dehydration  (Dewatering) 

D^xisit 

D^osit  (Intake) 

Design  Drawings 

Design  /  Construction  Business  (Service) 

Destructive  Distillation 

Details 

Dewatering  Facility 
Discharge  into  Ocean 
Discharge  Permission  Standard 
Discharging  Facility 
Disposal  (Treatment) 


s\m 

'im 


^«II 

-f-a 

*11  a 

^s] 
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Disposal  Business  (Service) 

Disposal  Contractor  (Disposer) 

Disposal  Facility 

Disposal  Method 

Disposal  Standard 

Disposition  of  National  Taxes  in  Arrears 

Disqualification 

Distillation 

Document  Chedc 

Domestic  Waste 

Domestic  Haste  Disposal  Business  (Service) 

Domestic  Haste  Disposal  Contractor  (Handler) 

Drying  Facility 

lit 

Durability 

44^ 

(E) 


Economic  Plannin?  Board 

Effluent 

Enclosure 

Enforcement  Ordinance  of  the  Liquor  Tax 

Engineer 

Environment 

Environmental  Engineer 
Environmental  Management  Corporation 
Environmental  Policy  Fundamental  Law 
Environmental  Preservation  Association 
Environmental  Preservation  Law 
Equ^nent 
Excreta 
Extraction 

Extraction  Potential  (EP)  Test 


(F) 


Facility 

Facility  Inspection 

Fee 

Feeding 

4s.n 

Fertilization 

Filing 

Filtration 

44- 

Final  Disposal 

Food  Sanitation  Law 

0*1 

7]X[ 

^a|  /  ^va) 


Forest 

Function  Check 


(6) 


Generation  /  Discharge 

Generator  /  Discharge 

Governor  /  Governor  of  Province 

Graduation 

Green  Belt 

Ground  Water  Monitoring  Well 

Guidance  /  Si^iervision 

(H) 

Halogen  Family  /  Non-Halogen  Family 

Harbor 

Hazardous  Chemical  Substance  Management  Law 

Heat-Resistance 

Heavy  Machinery  Management  Law 

High  Developed  Technician 

High  Temperature  Destrucrtion 

Human  Environment 

Hydro-Chloride 

(I) 

Identification  Certificate  (ID,  Affidavit) 

Imfnrt  Restricrtion  (Limit) 

Lqprisonment 

Incineration 

Incineration  Chamber 

Incineration  Residual 

Incompetent 

Industrial  Complex 

Industry 

Inorganics 

^711- 

Inspectixxi  of  Coqpletion 

Intermediate  Disposal 

(J) 


(K) 


Korean  Industrial  Standards 

Korean  Resources  Recycling  Corporation 

Korean  Standards  of  Industrial  Classification  ■§-??■ 

(L) 


Lake 

Land 

Tjtndfin  /  Reclamation 

T  andfin  Facility 

Law  of  Administrative  Execution  by  Proxy 

Leachate 

Local  Government 

Local  Government  Act 

Local  Tax 

Location  of  Business 

Location  of  Business  Office 

Location  og  Loading 

(M) 

Manager 

Manufacturing  Process 

Mayor 

Mayor  of  City  under  Direct  Control  of  National  Go\remment 

Mayor  of  Special  City  of  Seoul 

Measuraoent  Agent 

Measures  /  Action 

Meat  Process  Waste 

Medical  Haste 

S]s. 

Melting 

■«-8- 

Minister  of  Agriculture  and  Fisheries 

Minister  of  Coomerce  and  Industry 

Minister  of  Construction 

Minister  of  Environment 

Minister  of  Transportation 

Ministry  of  Environment 

Modofication  /  Change 

Municipality 

Munitions  Management  Law 
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(N) 


Naae  (President) 

Naoe  of  Business 

Name  of  Ordering  Kjeiness 

Name  of  Recycled  Products 

National  Environinental  Researcii  Institute 

National  Govemnent  Agency 

National  Tax 

Natural  Environment 

Neutralization 

Nitrogen  Oxide 

Non-Combustihle 

(0) 

Occupant 
Offical  Bulletin 
Offical  Gazette 
Office  Area 

Oil  and  Water  Separation 
Open  Dumping 

Operation  and  Maintenance  (Management) 

Organics 

Owner 

Oxidation 

(P) 

PaiR 

Permit  (Permission) 

Permit  for  Change 
Pieces  of  Pottery 
Polydilorinatedbiphenyl  (PCB) 

Polymerization 
Post-Manag«nent  Dqx>3it 
Presidential  Decree 

Presidential  Decree  for  the  Environmental  Management 
Corporation  Law 

Presidential  Decree  for  the  Special  Measure  Law  of 
Agriculture  and  Fisheries  Development 
Presidential  Decree  for  the  Water  &ivironmental 
Preservation  Law 
Preventive  Facility 


(c||S*f) 


^-SL 

^7l 

-S-71^ 


#el#^eliHlo|E|=Hl5Hiy 
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Prime  Minister  Order 

Process  Time 

Processing  Office 

>)el7l^  (H-W-) 

Production  Cost 

Promulgation 

Public  Announcement  of  Land  Value 

Public  Beach 

Public  Disposal  Facility 

Public  Health 

Public  Residential  Area 

Public  Service  Center 

(0) 

Quasi-Incompetent 

(R) 

Radioactive  Substance 

Reaction  Facility 

Receiver 

Recollection 

Recycle  (Reuse) 

m-%- 

Recycle  by  Separation 

Recycling  Process 

Recycling  Waste 

Reduction 

Refining  Facility 

Refining  Method 

Refuse 

Refuse  Derived  Fuel  (RDF) 

Region  of  Business  (Business  Area) 

Bag-innal  Administrator  of  Environmental  Administration 

Registration 

Regulation  (Ordinance) 

Regulations 

Reissue 

7)112.-?- 

Remarics 

hU 

Rent  /  Lease 

Reopening  Business 

7ii7ii<a 

Report 

R^rt  No. 

R^rted  Area  of  tJse 

Reporter 

-tlin-tl 

Residence 

Resldoice  Registration  No. 

Residual 

Resource  Recovery 
Return  (Notification) 

Returning  Deposit 

River 

Road 

(S) 

Sale 

Sanitary 

Seafood  Process  Waste 
Secondary  BaRe 

Sectional  Committee  for  Waste  Disposal 

Sedimentation 

Self -Landfill 

Sender 

Separation 

Septic 

Settling  Tank 
Sewer  System 
Sewer  System  Law 
Shredding 
Size  (Capacity) 

Size  (Scale) 

Size  of  Laboratory  (Lab  Area) 

Slag 

Slag-Dust 

Sludge 

Solidification 

fecial  Air  Hazardous  Substances 
Special  Hazardous  Substances 
Special  Toxic  Substances 
Special  Waste 

^)ecial  Hater  Hazardous  Substances 

^>ecially  Clean  Area 

S(]uare 

Stabilization 
Stabilization  Facility 
Staap  of  Local  Government 
Stasp  of  National  Government 
Starting  Date  of  Construction 


(-f-.a.) 


^VdS 

^11 I 


^Bl 

^HrS. 


■^^5ll7l§ 
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Startiiig  date  of  Use 

^1^711  A) 

Statement  of  Accounts 

Storage  Facility 

Sulfui^Dioxide 

Suspension  of  Business 

(T) 

Tannery  Waste 

Technical  Ability 

Technical  Manager 

Thermosetting  Property 

Toxic  Substance 

o  c  ta 

n 

Transportation 

Transportation  Business  (Service) 

Transportation  Record 

■Srtl 

Tridcling  Filter  Process 

Trust  Disposal 

Type  of  Business 

(U) 

Usage  (Use) 

(V) 

Value-Added  Tax  Law 

Voluntary  Matters  Proceedings  Acts 

(W) 

Hard  Head 

Haste 

Haste  Absorboit 

Haste  Acid  /  AllCali 

Haste  Agricultural  Chemicals 

Haste  Asbestos 

Haste  Catalyzers 

sd-aj-nH 

Haste  Fire  Resistant  Material 

Waste  Inhalant 

Haste  Lacquer 

Haste  Lime 

Haste  Management  Coonittee 

Haste  Managoent  Fund 

®ll7ll-  ^el7lg- 
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Waste  Manageaent  Law 
Haste  Molding  Sand 
Waste  Oil 

Waste  Organic  Solvents 
Waste  Paint 
Waste  Papers 
Waste  Plaster 
Waste  Rubber 
Waste  Sand 

Waste  Synthetic  Fiber 

Waste  Synthetic  Hic^i  Polymers 

Waste  Synthetic  Leather 

Waste  Synthetic  Resins 

Waste  Synthetic  Rubber 

Waste  Treatment  Service  Law 

Water  Environmental  Preservation  Law 

Water  Pollutant 

Water  Pollution 

Water  Supply  Law 

Water  System 

Water-Resistance 

(Y) 

Yield  (X) 


3117)1- 


^tz  o 

1  ’TS’ 
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